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Repeatedly sterilized without 
cracking or stickiness 


Koroseal film is also available. Sold 
through hospital supply houses and 


surgical dealers. The B. F. Goodrich 
Company, Sundries Division, Akron, Ohio. 


UTOCLAVE Koroseal sheeting at 
A 250 degrees Fahrenheit and the 
sheeting will be sterilized. That's a// 
that happens. There is no cracking, 
tackiness, or stickiness even after re- 
peate 1 steam sterilizations 

This is another demonstration of the 
way Koroseal sheeting withstands the 
severe Conditions of hospital use. Oil 
and alcohol have no effect on this 
sheeting. It resists gasoline, methy] 
and ethyl alcohol and ether. It does not 
liscolor bed sheets. It can be washed 
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with common soap. It’s practically 
wearproot 

Koroseal sheeting provides all these 
advantages in added wear at less care 
and give more comfort for patients, 
too. It does not retain odors. It's pleas- 
ant to the touch and it spreads smoothly 
on beds. It doesn’t wrinkle easily and 
hard creases are not formed. 

Koroseal sheeting, without fabric, is 
now available in 36, 45 and 54 inch 
widths. Fabric supported Koroseal 
sheeting is available in all widths. 


Korosea! —Trade Mark, Reg. U.S. Pat. Off, 
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B.E Goodric 








“Modern — 
Hospital 


MARCH 1949 


BUILDING PROBLEMS TODAY 
The Man Who Builds Them 


The Small Hospital of the Future 
ALFRED L. AYDELOTT 
Veterans’ Hospital Combines Functional Efficiency 
With Esthetic Appeal 


VALDEMAR H. PAULSEN 


Psychiatric Unit Is a Credit to the Community 
FRANK LATENSER 


Expansion Is the Sclution 
WILLIAM A. RILEY 


Radiant Heating Is Practical for Hospitals 
JOHN K. M. PRYKE 


Dental Service Unit 


JAMES S. MILLER, D.D.S.. and J. R. McGIBONY, M.D 


ADMINISTRATION 
The Purposeful Use of the Staff Office 


JAMES K. STACK, M.D 
Memo to Employes Re Kindness 
Better Use of Nursing Personnel 
ELSIE T. BERDAN 


Children Make Good Friends 


ELIZABETH STEWART 


Voluntary Plans Can Do the Job 


E. A. VAN STEENWYK 


Refuse and Waste Pose No Problem in Disposal 
SMALL HOSPITAL FORUM 


Are Control Systems Worth the Effort? 
ROBERT E. SLEIGHT 


VOLUNTEER FORUM 
Children’s Ward a Fairyland 


Publish or and shted, 1949. The Modern Hospital Publishin 
U A sable A Aod Chica F. Ball, pre Ra 
Stanley R. Claque . lames G. Ja reas sb ption 
braries in North and h A verse $44 3 

fr all others, $8 a year } es, $ ed : ass ma 
March 3. 1879. Printed in | a F A Raw 


52 


55 


57 


62 


67 


72 


74 


77 


79 


80 


83 


85 


87 


88 


92 





YENT: OTHO F. BALL, M.D. 

R: RAYMOND P. SLOAN 

R: ROBERT M. CUNNINGHAM JR. 
AL ADVISER: EVERETT W. JONES 

RS: MILDRED WHITCOMB, JANE BARTON | 

TERN EDITOR: ALDEN B. MILLS 


RUSSELL T. SANFORD 


LEO KEDROK 





. « 
MEDICINE AND PHARMACY 
Teamwork Is the Essence of Good Medical 
Care 96 
DEAN A. CLARK, M.D 
Gantrosan 104 
NOTES AND ABSTRACTS 
Clinical Briefs 110 
FOOD AND FOOD SERVICE 5 
Many Main Dishes Feature Ground Meats 112 
REBA STAGGS 
Food for Thought 116 
Menus for April 1949 118 
B. MARILYN OLIVE 
MAINTENANCE AND OPERATION 
Radiant Heating 120 
JOHN K. M. PRYKE 
HOUSEKEEPING 
Evaluation Puts the Price Tag on the Job 122 
HETTIE SMITH 
REGULAR FEATURES 
We Introduce 4 
Roving Reporter 6 
Reader Opinion 8 rR a 
Index of Advertisers Following Page 16 
Small Hospital Questions 47 
Looking Forward 49 » ‘ 
People in Pictures 84 
About People 90 
Volunteer Activities 94 
News Digest 134 
Coming Meetings 158 
Book Reviews 188 
Occupancy Chart 192 
Want Advertisements 221 
What's New for Hospitals 243 
9 North Michiaan A it, 
on # esiden 
$ 








Vol 





seconds be tfeuieeeaiepeorey 





During wakefulness associated 


with mental unrest, excitement, or extreme 
fatigue, even seconds seem like minutes. 
Sound sleep can be attained in fifteen to twenty minutes 
by the administration of 'Seconal Sodium’ (Sodium Propyl-methyl-carbinyl Ally! 
Barbiturate, Lilly). The sedation is terminated in considerably less than eight hours, 
usually without leaving an aftereffect of drowsiness. The patient is assured 


a sound night's sleep and awakes well rested and refreshed. 


Of the several barbiturates bearing the Lilly label, ‘Seconal Sodium’ is the most 
rapid in onset, the shortest in duration. 


To be used only on the order of a physician. 


Pulvules ‘Seconal Sodium’ are available as filled capsules 
containing 1 1/2 grains (0.1 Gm.) (No. 240) and 3/4 grain 
(0.05 Gm.) (No. 243). 


SECONAL SODIUM 


ELI LILLY AND COMPANY 
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John K. M. Pryke, whose article about radiant heating tor hospitals 
appears on page 72 of this issue, is a partner of the New York firm 
of Slocum and Fuller, consulting engineers. He has designed radiant 
heating installations for a number of large buildings, including 
department stores, hospitals and apartment hotels. Mr. Pryke started 
working with radiant heating developments twenty years ago, when 
he was an apprentice in the office ot Richard Crittal and Coy, heat 
ing and ventilating contractors, in London, England. As he worked 
his way up in the firm, becoming a draughtsman and, later, engi 
neer, he attended evening classes at the polytechnic institute, London 
University, where he received his B.Sc. in engineering in 1935. Two 
years later, he was awarded a tellowship tor study of heating and 
ur condition ng work in the United States; he was here tor more 
than a year, traveling all over the country and inspecting scores ot 
vajor installations in buildings ot all types 

Mr. Pryke returned to England as technical director of an aur 
condition ng company He was commissioned lheutenant in the 
Royal Electrical and Mechanical Engineers when the war started, 
went into action with his unit, and was taken prisoner. As a_ pris 
oner of war, he spent his spare time designing the complete engi 
neering services for a modern manutacturing plant. Atter the war, 


Mr. Pryke came to this country as a consulting engineer 


Elsie T. Berdan is associate chiet of the nursing section, Division 


ot Hospitals, Public Health Service, a position she was appointed to 


following her wartime s¢ ice as consultant in nursing education for 
the Cadet Nurse Corps. Miss Berdan is a graduate of St. Mary's 
Hospital School ot Nursing, Minneapolis. She did graduate work 
at the Catholic University, Washington, D.C... and has an M.S. in 
nursing education, Her teaching and executive experience in nursing 
includes service at Mercy Hospital, Bay City, Mich., Providence Hos 
pital, Washington, and at Catholic University. Miss Berdan’s article 
| j 


| : 
describing procedures used m a study of mursing services in the 


Public Health Service division of hospitals appears on page 80 


Dr. James K. Stack is a member of the attending surgical statt at 


( hicago’s Passavant Hospital, whose staff othces he describes in the 
urticle starting on page 77. Dr. Stack ts also a member of the Wes 


ley Memorial Hospital staff and a member ot the Northwestern Uni 


rraduate of Northwestern's 


versity Medical School taculty. He ts a 
medical class otf 1931 and a diplomate ot the American Board 


ot Surgery 


When he writes about the 1ivantayges of group medi il practice 
ige 96), Dr. Dean A. Clark is simply preaching 


\s director of the Health Insurance Plan ot Greater New York, 


what he practices. 


; , 
Dr. Clark is responsible tor a program which combines the group 





prepayment concepts on a large scale \ speaker at 
iny medical, hospital and public health meetings, where he ex 


plans how HLIL.P. works, Dr. Clark is an enthusiastic advocate 


ot the yroup practice pring iple He is a graduate ot Johns Hopkins 
University Medical School and betore joining forces with H.ILP. 
was a U.S. Public Health Service surgeon 


Robert E. Sleight is a member of the administrative staff of Memorial 
Hospital, New York, and a special student in hospital administta 
tion at Columbia | niversity 


Reba Staggs is director of the de 
partment ot home economics, National Live Stock and Meat Board, 





Chicago E. A. van Steenwyk is executive director of Associated 
| Service ot Philadelphia and tormer chairman ot the na 

tional Blue Cross Commission 

4 





EDITORIAL BOARD 


Chairman 
A. C. BacHMeyver, M.D .. Chicago 


Administration 
R. C. Buerki, M.D Philadel phia 
MaLcotm T. MACEACHERN, M.D._-Chicago 


Finance and Accounting 
DONALD C. SMELZER, M.D. Philadelphia 
C. Rurus RoREM Philadelphia 


Governmental Hospitals 
Lucius W. JoHNSON, M.D.__San Diego, Cal 
G. Oris WHITECOTION, M.D.__ Oakland, Cal 


Hospital Service Plans 
E. A. VAN STEENWYK Philadel phia 
Mental Hospitals 
Rosert H. Fevix, M.D. __Wai+mgion, DA 


Nursing 
GERTRUDE R. FoLENDORF, R.N. San Francisco 
Sr. LoreETTO BERNARD New York City 


Outpatient Service 
E. M. BLUESTONE, M.D New York City 
Ouitver G. Pratt Providence, RI 


Personnel Management 
NELLIE GorGas M:nneapol 


Planning and Construction 
Frep G. Carter, M.D Cleveland 
Craupe W. MuNcerR, M D.__New York City 


Professional Relations 
G. Harvey AGNew, M.D Toront 
JosepH C. Doane, MD Philadelphia 


Public Relations 
FLORENCE E. KIN St. Lou: 
JosepH G. Norsy M:lwaukee 


University Hospitals 
R. H. BisHop Jr., M.D Cleveland 
Basi, C. MacLean, M.D Rochester, N.Y. 


Consultants 
SistER M. ADELE Pittsburgh 
Epwin L. Crossy, M.D Baltimore 


GRAHAM L. Davis 
Rocer W. DeBusk, M.D 
W. J. DonNNELLY 

Cart I. FLATH 


Battle Creek, Mich 
Evanston, Ill. 
Greenwich, Conn 


Honolulu, T.H 


Mscr. M. F. Grirrin Cleveland 
Morris HINENBURG, MD New York 
VANE M. Hoce, M.D W ashingion, D.C 
F. STANLEY Hows! Orange, N.] 
RoBert E. Nert Indtanapolts 
JacQUE B. NorMaNn Greenville, $.C 


MAXIM PoLLaAkK, M.D Peoria, lil 
Josie M. Roserts Houston, Tex 
A. J. J. Rourke, M.D San Francisco 
ALBERT W. SNOKE, M.D. _New Haven, Conn. 
FRANK J. WALTER Portland, Ore 


Peter Warp, MD _-Ss. Paul 
L. R. Witson, M.D Philadel phia 
Georce U Woop ._.Oakland 


The MODERN HOSPITAL 




















4 


STOPPER 
Since Baxter introduced the closed system, the Fuso-Flo 
stopper is the most important new step in making 
blood and plasma infusions trouble-free. This exclusive 
Baxter feature provides efficient preliminary straining, 
prior to filtration. It assures proper, uninterrupted flow 
regardless of condition or age of blood or plasma. 
Fuso-Flo is another example of continuing Baxter research 
and development in parenteral therapy. No other 


method is used in so many hespitals, 


Manufactured by 
BAXTER Laboratories 


Mor‘on Grove, Illinois Acton, Ontario 


eeeeeveveveeeeeeoeeeeeeeee2 220280808080 eceoeoeveeeeeee e082 08080 


Produced and distributed in the eleven western 
states by DON BAXTER, Inc., Glendale, California 


AMERICAN HOSPITAL SUPPLY CORPORATION 
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“A Better Hot Water Bottle!" 
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“And a Better ice Bag Too!” 


This bottle lies flat! Patented, 
and made only by SEAMLESS! 

You drop ice cubes into its wide 
mouth! You can pour in hot water 
quickly and easily 

No danger of steam burns! No 
washers! No stopples! No leaks! 
No worries! And no complaints! 


SATISFACTION ASSURED! 


Finest Quality Since 1877 
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Koving Kypotler 


Wesley Woos ‘Em 


Currently being circulated is 
come to Wesley, 
patient issued by the big Chicago hos 
pital that looks like a cathedral, that 
sounds like a cathedral (organ music in 
the lobby) but that is 


Wel 
a handbook for the 


colorful and 
home-like once you enter either a stand 
ard private room or a de luxe air condi 
tioned room, depending upon your eco 
nomic or emergency status 

Wesley does a smart job in its printed 
promotion always and this newest item 
is strictly up to standard. Logically, the 
handbook’s main divisions are “when 
you arrive at Wesley,” “while you are at 
Wesley,” and “when you leave Wesley 
under these groupings are all the nec 


essary suggestions and regulations tl 


at 
do so much to orient the patient to his 
strange temporary environment 

The patient's questions satisfactorily 
answered, the manual switches t 
Wesley 
a home of 


as a teaching organization, as 


research, as an institution 


with an interesting history, and as a 
philanthropic organization with a free 


bed fund. Not to cramp the calligraphy 


of a newly won donor, the handbook 
gives a whole page to a subscription 
form for the free bed fund—an inviting 
form on which one might like to prac 
tice a dashing signature 

A second color, a warm wood rose, is 
used in the booklet and this with large 
halftone plates, each of which tells 
story, makes the job one that may well 
inspire a number of imitators 


In Such a Democratic Way 
Phenomena! response to the sort ot 
shock treatment they received at King 
State Hospital, New York, last fall was 
reported by a 


group of psychiatric 


nurses 

These nurses were summoned to a re 
gional workshop by the state department 
of mental hygiene. They went with the 
idea that they were going to be lectured 
to, see demonstrations, and be brought 
up to date with respect to new technics 
It did not occur to any of them, ap 
parently, that theirs was to be any more 
than a 


passive role. For like nurses 


used to taking orders and 


everywhere 
taking blame, they did not anticipate a 
creative or an argumentative part in the 


proceedings 


But this workshop was really a work 


shop. The commissioner of mental 
hygiene and the hospital directors were 
quick to recognize the value of the 
nurses’ actual experiences on the w ards 
Thus encouraged, the nurses selected 
from their experience significant aspects 
of current procedures with respect to 
what is good and what needs to be 
changed. And they found their practical 
recommendations in regard to the care 
of patients being seriously regarded 
These workshops are not a step for 
ward, they are a leap,” one nurse wrote 
The chance 


after the week was over 


for expression, px ling and exchange ot 


ideas in such 


a democratic way was 
wonderful experience for us all 


Other h« spital groups ple ise COPY 


Glamour Goes to Work 


Glamour can conceal a warm heart 


but not for long. It appears that train 


ing beautiful models to do their stuff 
is mot such a fascinating job as some 
outsiders may imagine. In fact, one of 
the best trainers of models gets bored 
with so much beauty now and then, so 
she turns to her self-created hobby 
teaching crippled children to walk 


Estelle Compton glamorous exam 


ple for the stud 


structs at the National Models Institute 


ents of glamour, in 


in Chicago. She finds within a few 


minutes she can determine the balanc 
ing potentialities of a crippled child and 
whether or not her technic of teaching 
models to walk can be applied to them 


Her subjects 





are chiefly crippled chi 


dren from St. Vincent's Orphanage in 


Chicage 
Miss Compu n has been successful 


even with two spastic 


nurses and 


h to walk 


patients whom 
attendants had not been able 
to teac 

The point of this is not to glorify 
Miss Compton, for she gets sufficient 
Satisfaction out of her hobby, but t 
spread the word tl g 
to pass on her skill in this regard t 


orthopedic nurses who have many such 


children under their « She will give 





model bureau has otfiices in 
IS i Miss 


other cities 


eleven cities. Perl ips there 
Compton in some of these 
who could be 


interested in giving the 


same sort of extension course 
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THE GUIDING HAND 


The finger tip that guides the sharp curette in remote cavities must not be 
hampered by a dulled tactile sense . . . The surgeon’s fingers are his 
“eyes”. .. He needs the sure touch made possible by SEAMLESS “‘gloveless 


gloves.”” Extreme thinness is made possible by a special additive—exclusive 
with SEAMLESS. SEAMLESS Standard Surgeons’ Gloves have unusual 


strength to withstand repeated sterilization. That means true 


“ly 


economy! Available through leading Hospital Supply Dealers. Za 


© The Seamless Rubber Company 
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Reader Opinion 





Heart of the Problem? little good to the hospital field and I less hours of unpaid ettort to their hos 
Sirs im rather surprised that you promulgate pitals with little gratitude and appre 

I wish to call to your attention the this type of article ciation. Many of these unsung hours 
irticle appearing in a recent issue of In the article the writer denies any have been devoted to the thinking out 


The MODERN HospitAt, entitled “At criticism of hospital superintendents, but of administrative or “executive type 
the Heart of the Hospital Problem,” by his denial is so worded as to imply the decisions. I would take it that Mr 
Lawrence Drake. It is my personal feel- opposite. There are many hospital ad- Drake's acquaintanceship with the hos 


ing that Mr. Drake's article has done ministrators who have donated count- pital field is rather limited. He states 





























: . 4 
that he does not “know of a single hos 
pital superintendent who has the au 
thority to act in matters involving the 
medical profession ‘according to his best ‘ . 

— . — . . , — . 7 : lights and judgment The entire point 
INSTRUMENTS OF AUTHENTIC DESIGN wo I 
of the article is probably aimed at help 
ing the voluntary hospital, but I cer 
tainly feel that statements and impli 
cations such as Mr. Drake's are rather 
unnecessary 

Edward J. Dailey Jr 
Phoenixville Hospital 
Phoenixville, Pa 
Sirs 

The substance of the comment on 
my article reveals very f dual 
ittitude Here | working like 
i dog, and with little thanks, and yo 
criticize me Irs dangerous t 
make such criticism f{ ( The pos 

ble justific on fi first. that the 
hospital administrator little-appre 
ciated and selt-sacrificing public servant 
s denied by the se nd, which reveals 
morbid fear of the publi 
The instruments shown above GE V It was repeated experience with this 
: “4 . | no Pa eer in s ok one 
are typical of the larye imber ¥ En, splice attitude iC e, in e firs 
. . > « ’ 
€ ed | n rveo a a £ place, & plan paper that might show 
TAY , 
f per ¢ ¢ "Ey he hospital in rs the wisdom 
i « < ty t 
P 1 of ve . ery. and mad is well as the necessity for a different 
p @ craftsmen. No finer instruments ttritude toward the publ My article 
ire obtainable was not naively critical. A person who ‘ P 
nderestimates the public and is afraid 
Af 98 B k Needle H er D. P2 Rock | etria t the DIC ( solve what 
€ “ wire § res Curette : t \ 
. F n i I rel ons prob 
BP B Ss Dra E. P20 Ww A C . . 
one volves not dis 
Ss ess Stee Ir < i 
, ming the winning it t 
C. P18282 Re Re F. | 22 Douglas Measuring I n ~ 
5. « enden Hill Plate tive suppor r s 
When | pre ¢ yf per Ok 
Order Pilling instruments direct, ieand that was:-conteaty <5: the cae 
or write for further information to ken by mat ty spital and med 
GEORGE P. PILLING & SON CO cal friends. v ” “or 
3451 Walnut Street R - 
Xepubl \ ere quite r 
Philadelphia 4 t + qu ee 
= el n t large-scale POV 
rs. oe i . peach ppt at 





ili ‘ pita oe Pap * st os par I 





, int know be frank, wh vas goiny 

PILLING FOR PERFECTION in surgical instruments a ae “=r . > th 
dD ectc pu i Ki¢ na in the 

long run it wouldn't make any differ 
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SAFE MILK FORMULA PROCEDURES 


Based upon the many years devoted by our Research and Tech- 
nical Staffs to the development of techniques and equipment 
designed to insure the efficient preparation of infants’ formulas, 
“American” strongly recommends the NON-PRESSURE method 
of terminal heat treatment because of its safety features and 
mechanical simplicity. 





Functionally, American equipment is readily adaptable 
to all approved techniques . .. whether a non-pressure or 
pressure method is preferred by the hospital. 


we 
, ® 
—t > 





FACTS ON THIS TIMELY SUBJECT are thoroughly evaluated in 
the new edition of “The American Milk Formula Laboratory 
Service,’ a comprehensive volume incorporating the most re- 
cent recommendations of authoritative groups relating to the 
OUR PLANNING SERVICE is establishment of safe milk formula procedures in the hospital— 
available to aid you in estab WRITE FOR YOUR COPY TODAY. 


lishing an approved technique .— 
— 





and in the planning of a mod- 


AMERICAN STERILIZER COMPANY 
ERIE, PENNSYLVANIA 


ern installation best suited to 


your available facilities. 


Venrrc AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND liens 19 
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Remove 
Lime Scale 
Quickly 
the Safe 
Oukite 


IME-SCALE removal may be 

simple, swift and safe. Soak 

wr circulate solutions of Oakite 

Compound N 32, instead of 

scraping or brushing, or using 

raw commercial acids. The next 
, 


time lime-scale deposits are low 


ering the efficiency of 


@ sterilizers 

@ water-stills 
@ steam tables 
@ coffee urns 


@ dishwashing 
machines 
try carefully inhibited Oakite 
Compound N 32 
descalant. It dissolves scale and 
»xide deposits quickly, 
pletely. Its protective 
the metal and prevents further 
acid attack on clean areas. Write 
mplete data in 24 
klet! Oakite 
Products, Inc., 18A Thames St 


New York 6, N. Y 


today for 


page FREE b 
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SPECIALIZED INDUSTRIAL CLEANING 
METHODS - SERVICE 





Techmecal Servwe Representatives Located om 


Promeypal Cotves of U'nnted States and Canada 





by the uncontrollable dynamics of our 
national life and activities, have pro- 
jected a hospital service that must and 
will serve the broad masses. Politicians 
count only so long as they know how to 
go along with the living historic forces 
When they forget that history casts 
them aside. A hospital and medical 
service that will meet the needs of the 
masses of people is in the cards. Noth- 
ing short of a social catastrophe will 
stop that. That certain segments of the 
public are opposed to this will make 
no difference. Public opinion was pre- 
dominantly pacifist in the Western coun- 
tries before World War II, which didn’t 
stop the war, or prevent it. Public 
opinion is a historic force only in a 
secondary sense, but an effect of ma- 
terial and economic forces in the pri- 
mary sense. As I saw it, the hospital 
is an integrated service, serving the mil- 
lions, was inescapable. Truman or 
Dewey, we were certain to get it 

The problem, as I stated it in my 
paper, was this: How can we go along 


with the hospital that is historically 
inevitable, yet negotiate the deal in such 
1 way that the result will be an institu 
tion consistent with our way of life 
and our society? The answer to this 
question impinges on the hospital ad 
ministrator. Unless he can be aroused 
to understand the role it is his to play 
we can have no hope of meeting the 
problem with any success 

Our voluntary hospitals are in a pre 
carious condition. The threat of gov- 
ernment medicine is far more real today 
than it was at the time when I wrote 
the paper. The only way we can escape 
government intervention is by vastly 
improving our methods for selling the 
voluntary hospital, as voluntary hospi- 
tal, to the public. That our hospital 
work hard, and 


But that has 


administrators often 
with little thanks, is true 
nothing to do with the question 

As a layman, my interest in the hos 
pital administrator is limited entirely 
to the public aspects of his job and 
role, as these involve the survival of the 
voluntary hospital. I pointed out that 
the type of analysis we need to guide 
the voluntary hospital to a dynamic and 
historically effective public relations pro 
gram is available. The questions I raised 
were simple enough: To whom in the 
hospital can we offer this analysis and 
program? Who is there in the hospital 
to assume the responsibility for as well 
as to provide the leadership for such a 
program? 

To whom and who? These are the 
questions. No sane man is going to pre 


fer a free-enterprise peritonitis to a 
socialistic appendectomy. And so long 
as sane people can vote political sanity 
and therefore political inevitability is 
going to be on the side of the appendec- 
tomy, call ic what you will. I, as a lay- 
man, am willing to help with the prob- 
lem of saving our voluntary hospitals 
Of saving them, however, and not mud- 
dling into socialism. To whom can I 
go to offer my help? Whom can I work 
with? The rest is immaterial 
Lawrence Drake 


Washington, D. C. 


Explosion Hazard 
Sirs 

The December issue of The MODERN 
HosPITAl 
Avoidable 
with the hazard involved with the use 
It is a most timely 


carries an article entitled, 
Tragedies,’ which deals 
of anesthetic gases 
warning to administrators who have ig 
nored the safeguards that should be 
employed in the surgical suite in the 
presence of volatile gases, but I find in 
this editorial an element of danger in 
one sentence. “Many authorities believe 
that the association’s recommendations 
concerning the installation of explosion 
proof operating room lights are need 
lessly severe and expensive provided 
other safe practices are rigidly in force 

Who are these 
Certainly, they are not to be found in 


many authorities? 
the administrative group or among the 
professional hospital consultants. This 
statement is an excellent crutch for the 
indifferent administrator to lean upon 
ind might, to some degree, encourage a 
me, too” attitude 

Recently we have been surveying the 


} 


problem of anesthetic hazard and were 


consultant from 


obliged to import 
Bost mn, Mass 


physicist is the type of expert to deal 


Apparently, a qualified 
with this problem 

Every hospital administrator should 
review the anesthetic hazard problem 
periodically to ascertain that the various 
safety regulations are being complied 


with and he should also keep abreast 
of the newer developments that afford 
greater protection for both patient and 
personnel 
I Atwood Jacobs 

Reading Hospital 
Reading, Pa 

The qualifying clause 


ther Safe practice regula 





rcead eems t r? 





it unl 
ws a crutch for the indifferent adminis 
lean upon—ED 


frator to 
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NURSES’ WORK ROOM 
Jersey City Medical Center 
A pl tainl steel i lati Impor- 








tant instituti: choose Blick Built equip- 
ment because they meet the most exacting 
standards for durability, sanitation and 
efficiency. 





If you expect to build or remodel, you can obtain effective help from 
Blickman’s expert layout and engineering service. Our experience in 
practical planning and installation is at your service . . . What size 
cabinets or counters will you need? . . . How should they be arranged? 
What layout is best? . .. We'll answer these and other questions 
and be glad to draw up complete plans for step-saving, time-saving Anema ena ete ent Gant 
layouts. Of course, there is no obligation. Simply send us your building 
plans, or call us in. If your plans are completed, we will furnish a pce cg ne nthe nl 
prompt quotation. For many years, Blickman-Built cabinets, counters warmer and instrument cabinet. 
and sinks have been giving excellent service in operating rooms; central 
supply and work rooms; milk formula, sub-sterilizing, utility rooms and 
other locations where hard use required the finest construction. Our 
units are available in stainless steel or enameled steel. 





a 
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SEND FOR HELPFUL BULLETIN NO. 10CBC. Illus- 
trates and describes metal cabinets and case work for 
every department of the hospital. Blickman-Built cabinets 
and case work are available in all or part stainless steel. 
Construction types include recessed, wall to wall, free- 
standing, wall-mounted and counters with or without sinks. 


Blickman-Built 


a 
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See us at the New England 
Hospital Assembly, Hotel 
Statler, Boston. March 28-30 





Vol. 72, No. 3, March 1949 
































CONSTRUCTION AND BUILDING EQUIPMENT POWER DISTRIBUTION EQUIPMENT HEATING AND VENTILATING EQUIPMENT 
t 1 
-« a 
ry ( | o aa 
I d = 8 7 
Air Conditioning 
Welding Equipment Flood Lighting Ponelboords Equipment Forced Fans 
B f ia . 
Freight Elevators Motors and Control AB-! Breakers Bus Duct Precipitron* Unitaires 
2. 
/ q ) in fj 
SxS | o ~ oe 
Wiring Devices Passenger Elevators lood Centers Meters and Instruments Fans Stokers 
*Reg. U.S. Trademork 
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se SURE..1e ts Westinghouse 





One reliable source for Everything Electrical... to distribute, 
control and utilize electric power 


Badly needed expansion of both government and 
private hospitals is now bringing construction pro- 
grams to an all-time peak. 

For this type of construction, as well as all other 
commercial and industrial buildings, Westinghouse 
offers architects and contractors a unique advantage. 
Everything electrical—from distribution and control 
apparatus to highly specialized x-ray and lighting 
equipment—can be obtained through one reliable 
source, 

By centralizing responsibility with Westinghouse 
for power distribution equipment, construction and 
building equipment, heating and ventilating equip- 
mentand lighting units, you gain important advantages: 


1. SPECIALIZED ENGINEERING... . to assist in selecting 


and applying equipment for maximum efficiency. 





2. SIMPLIFIED ORDERING... by providing a focal 
point of contact for all buying and specification data. 


3. SPEEDIER INSTALLATION... by centralizing re- 


sponsibility for delivery and installation. 


4. BETTER, MORE RELIABLE SERVICE... through the 
co-ordinated design and construction of Westinghouse 
equipment, plus broad experience in applying it for 
all types of buildings. Westinghouse also offers un- 
matched electrical maintenance service, through its 
nationwide chain of Renewal Parts Warehouses and 
Manufacturing and Repair Shops. 

Call your nearest Westinghouse District Office or 
Distributor for full information on this co-ordinated 
service. When there's CONSTRUCTION AHEAD 
requiring electrical equipment of any kind... you 
can be swvre if it's Westinghouse. J-94782 


PRACTICAL, EASY-TO-USE BUYING INFORMATION 
Architect’s and Engineer’s Data Book—B-2161-D 

This 362-page book contains data on all Westinghouse products for 
the building industry. Its format is adapted to the needs of the architect 
and engineer. Ask your nearest Westinghouse office for a copy. 





LAMPS AND LIGHTING EQUIPMENT 


+ = &% 


Lighting Equipment Sterilamps X-Ray Equipment 


at! 


Fluorescent Lumingires 


iN 


Heat Lamps 





Sun Lamps 


» 


light Bulbs 





Water Heaters 


CLINICAL AND SERVICE EQUIPMENT 


yh 
yy 


Electric Ranges 


Water Coolers 





Westinghouse 


PLANTS IN 25 CITIES OFFICES EVERYWHERE 
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ANTISEPTIC SEPTISOL 











The precision built 
SEPTISOL Soap Di 
penser has been the 
of leading h« 
ts. Av 





Other Uses... 


ANTISEPTIC SEPTISOL, because of its 
marked antiseptic value, has many recom- 
mended uses . . 


For routine and preoperative use on 
patients. 


For the cleansing of traumatic wounds. 


For the various uses of soap in obstetrics 
and gynecoloyy. 


As an aid in the prevention of pyogenic 
skin infections. 


For the routine use of nurses, ward 
attendants, food handlers and other 
kitchen personnel. 












ATTACH COUPON TO 





MH VESTAL INC., St. Louis 10, Mo. 
[_ ] Please send a free copy of your Booklet, ANTI 
SEPTIC SEPTISOL, including the medical 
research data on G-1 
[ ] Please quote prices for ANTISEPTIC SEPTISOL 
‘lease mail a FREE sample of the new ANTI- 
LJ SEPTIC SEPTISOL 
Name - —— 
Tiree 





YOUR LETTERHEAD AND MA Lt TO DA y ! 








Surgical Soap 


ANTISEPTIC SEPTISOL is a concentrated liquid surgical 
soap containing hexachlorophene, commonly termed G-11* in 
recent medical literature. For preoperative scrubbing, it 
offers these major advantages: 


GREATLY SIMPLIFIES SURGICAL SCRUB-UP ROUTINE 
ANTISEPTIC SEPTISOL accomplishes superior bacterio- 
logical cleanliness of the skin in less than 3 the time 
required for conventional scrub-ups. 


MAKES BRUSH SCRUBBING UNNECESSARY 
The marked effectiveness of ANTISEPTIC SEPTISOL 
eliminates the need of scrubbing brushes. 


ELIMINATES NEED FOR ANTISEPTIC RINSES 


Alcohol and iodine rinses which often defat and irritate 
the hands ore unnecessary, because of the thorough 
antiseptic effect of ANTISEPTIC SEPTISOL. 


OFFERS ACCUMULATIVE PROTECTION FOR SKIN 
A bacteriostatic film accumulates on the skin with 
repeated use of ANTISEPTIC SEPTISOL, maintaining 
bacterial population at extremely low levels. 


To simplify the elaborate, lengthy preoperative 
scrubbing techniques that have been practiced to 
safeguard surgeons, obstetricians, hospital personnel 
and patients, a truly effective antiseptic soap has 


been developed: ANTISEPTIC SEPTISOL. 


Since the usual scrub-up technique consists of 
such harsh measures as a 12 to 15 minute brush 
scrubbing with soap followed by antiseptic applica- 
tions of alcohol and/or iodine, it is apparent that 
ANTISEPTIC SEPTISOL fulfills a long-felt need 


for improving scrub-up procedures. 


In addition, authoritative tests confirm that the 
reduction of skin bacteria is almost one-hundredfold 
greater with ANTISEPTIC SEPTISOL as compared 
to results obtained with ordinary surgical soap 
followed by germicidal rinses. 





#G-11, the active ingredient of ANTISEPTIC SEP 
TISOL has been tested by pron al 
workers and bactertol j an 
five years. The re ; 
the only known ge 


in combination with s 


ST. LOUIS 


VosiAl ™ 
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(HPF) after company name indicates that further descriptive data are 
filed in catalog space in HOSPITAL PURCHASING FILE—26th Edition 
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Advance f r Machine Company (HPF) 218 Deco-Plastics, Inc. 152 
Airkem, Inc. 140 Despatch Oven Company 214 
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== PUBLIC THE BEST FOR ITS MONEY < 


LIFELONG WALLS 
OF SANITARY, 
SPARKLING 
CLEANLINESS 


NATCO Glazed Vitritile Facing 
Tile used in X-Ray Room, St. 
Francis Hospital, Pittsburgh, Pa. 


CLAY PR 













Tile with 12inch 
rulerislaidbelow 
on grids made up 
ot4 squares. T his 
+ module unit of 
measure is the 
basi Jd modular 

rdinaticn for 
all ‘build ii ir he ma 
teri quip- 
ment 






Hospital walls that offer the ultimate in fire 
safety, enduring attractiveness and germ- 
resistant cleanliness—are walls constructed 
of Natco Glazed Structural Facing Tile. 

They stay bright and cheerful and sani- 
tary--needing only soap and water clean- 
ing—for the life of the building. 


First cost is last cost with Natco Glazed 
Structural Facing Tile walls~-economical 
to erect—maintenance is negligible—and 
they Jast without deterioration for the life 
of the building. 

Furnished in permanently attractive mot- 
tled and straight shades. Now available in 
modular sizes—little or no cutting needed 
on the job—means money and time saved 

better workmanship less material waste. 
Write for descriptive Catalog PF 47. 
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NATCO TILE FOR EVERY TYPE OF BUILDING 


- fag | NATIONAL FIREPROOFING CORPOR 


GENERAL OFFICES 202 


BRANCHES. New York 


ATION 


EAST OHIO STREET PITTSBURC 
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Box SCORE 40% over 


Objective: $ 850,000.00 He 
Rai ed : $1.189.975.00 

a ” Ts: staff o 

ss HIGHLIGHTS: ho pone oe 

pap 1.425 Industrial € 0 
tors gave * whoo. viedses 
309.917 a 
$325,263. 
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Yes. the citizens of Elyria, Ohio, really 


celebrated. They held a big parade, com- 
plete with fire engines, bands and con- 
fetti. .. noise galore ... sirens blowing. 
church bells ringing, and plant whistles 
screaming . . . all for the magnificent 
victors of the Elyria Memorial Hospital's 
building fund campaign. 

Everyone was happy. 11.757 contribu- 


tors had assured the hospital of a new 


May called out the Tire cngines! 


f 
' 
'= = 


Ee me 


wing and complete modernization. What 
most people had thought “impossible” 
two months previously had been accom- 
plished. Now civic leaders of this com- 
munity of about 30,000 hailed the cam- 
paign as “the greatest thing that ever 
happened here.” 

Skilled professional direction. coupled 
with the enthusiasm and lovalty of vol- 
unteer workers. can often do “the im- 
possible” as they did in Elyria. 

Ketchum, Inews 30° years eXperience 
in professional direction of fund-raising 
campaigns can easily make the difference 
between success and failure in your hospi- 


tal campaign. Your inquiries are invited. 


KETCHUM INCORPORATED 


INSTITUTIONAL FINANCE 


CAMPAIGN DIRECTION 


CHAMBER OF COMMERCE BUILDING, PITTSBURGH 19, PA. 


200 FIFTH AVENUR, NEW YORK 18, NL 


Cantron G. Kerouum 
President 


Norwan MacLeop 
executive | ice President 


VMeCrirss Work 
I ice President 


Member American Association of Fund Raising Counsel 
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Pioneer 
Obstetricals 


Made of finest 
quality latex, el- 
bow length, sheer 
but tough. Either 
hand style so any 
two make a pair 

saves pairing 


and odd gloves. 





Pioneer 
Quixams 
Fither-hand short 
wrist examina- 
tion glove, now 
made of finest 
quality latex or 
neoprene. Any 
two are a pair — 

less Cost. 


Surgical Gloves 





URGICAL gloves are not all alike. Some offer extra 
advantages important to your hospital staff. Only by 
“specifying” can you be sure to get them. 

For instance, Rollprufs are the only surgical gloves with 
beadless flat-banded wrists, no roll to roll down and annoy 
surgeon during operations. Banded wrists resist tearing, add 
to service life. Unsurpassed shecrness, snug fit, durability under 
sterilizing. No extra cost. Specify Rollprufs and get these valu- 
able advantages. 

Neoprene Rollprufs, now made in hospital green, offer all 
the above, plus unmatched comfort, finger freedom and sensi- 
tivity — and they’re the answer to surgeons allergic to rubber. 
To give your hospital these advantages, specify neoprene 
Rolliprufs. 

When it’s life or death in surgery, no equipment, including 
gloves, can be too good. It pays you to investigate — and 
specify — Pioneer Rollprufs. If your supplier doesn’t stock 
them, write us for data and samples. The Pioneer Rubber 
Company, 750 Tiffin Road, Willard, Obio. 


* The Result of Gver 30 Years of Quality Glove Making * 
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* . 
Advances in Ob. and Gyn. Suturing 
NEW CLINICAL PROCEDURES FAVOR NEEDLE SUTURES 

Sutures swaged to eyeless needles are being more widely 
adopted for use in de lic ate tissues by Gynecologists. To 
meet this trend. Ethicon has developed a new group of 13 
Ob. & Gyn. eyeless Atraloc needle sutures. There are 4 
new needles. sW aved to « hromic vut. sizes 3-0 to 2. CONVENTIONAL SWAGE 

All Ethicon Ob. & Gyn. eyeless needles are swaged to 
Ethicon’s Tru-gauged,* Tru-chromicized surgical gut, noted 
for superior strength and flexibility. 

Ethicon sutures with swaged needles are supplied to ETHICON SEAMLESS SWAGE 
hospitals at no extra cost over Standard Tubes. They are 

’ 1 





: ; “ae ' 
delivered in the new, unbreakable metal Sterile Pack can- j ae 
es P GRASPING AREA 
isters which guarantee sterility of tube exteriors. ‘ 
*Selected, superior quality catgut specially finished to produce uniform diam U 
eter. AU but a small part of our standard tube production ts also Tru-gauged e ° 
P 


ETHICON 


Silbise tt 


\ 
\ \ 
FLAT SIDES 
\) SeTTER Gaip 


ETHICON SUTURE LABORATORIES POINTS HAND-HONED FOR SHARPNESS 


DIVISION OF JOHNSON & JOHNSON, NEW BRUNSWICK, N. J 
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“MARTEX towels — 


just like I have at home!” 
PARES || Said the floor super to the probationer — 





Name Woven Plain Terry “You'll find little things mean a lot to patients.’ 

Terry and Huck Towels Towels, Crash and Huck ™ 
Wa ths and Mat Towels and Toweling “Little things? What 
Yes, MARTEX name-woven terry towels are “Oh, touches that remind them of home. Ever notice our towels?” 
Aya i} } "i _ . o 
ae “Sure, they have the hospital name on them. 
rips : 
stru Ever look at the label?” 
warp ‘No, should I?” 

On 


“That label is MARTEX. When you show a patient that MARTEX 
label her face lights up. Often she'll say, ‘Why it's MARTEX, just 
like I have at home.’ ” 





1g bu 





ing respected by ¢ yers. Car 

fully kept records of h of towel life in use “Gee. don't MARTEX towels cost a lot? 

would sh that 1 practice ¢ pecify - f 
MARTEX rn FAIRFAX plain “Ive heard MARTEX towels last so long their 
towels and toweling on your purchase tders cost is low.’ 


products of WEST POINT MANUFACTURING COMPANY 
WELLINGTON SEARS COMPANY, selling agents 
65 Worth Street, New York 13, New York 


BOSTON CHICAGO DETROIT ATLANTA PHILADELPHIA SAN FRANCISCO LOS ANGELES NEW ORLEANS ST. LOUIS 
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ohns-Manville 


SANACOUSTIC CEILINGS 








anacoustic Ceilings provide it 


@ By having Johns-Manville install 
noise-quieting Sanacoustic Ceilings 
in the ‘noise centers,” you can pro- 
vide the quiet necessary for speedier 
recovery . and thus have more 
beds available for new patients. 


Diet kitchens and utility rooms 
corridors and lobbies 
eries and 
noise centers that are especially in 


. nurs- 
wards are among the 


need ot sound control. 


J-M Sanacoustic Units consist of 
perforated metal panels backed up 
with a highly efficient sound- 





absorbing element. They are abso- 
lutely fireproof, verminproof, rot- 
proof. Can be painted and repainted 
without loss of acoustical efficiency. 
And they're so easy to clean, you 
save On maintenance. 

Let us tell you more about Sana- 
coustic Ceilings ...and about J-M’s 
undivided responsibility which in- 
cludes expert installation by Johns- 
Manville to give you the atmost in 


benefits 
Write for brochure “Sound Con- 
trol Johns-Manville, Box 290, 


New York 16, New York. 








PUT A CEILING ON NOISE 
' eo 


=~ paR ER 00% 


\ 
} 


L\ f\ENST\ A) 
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PROBLEM: Expanded facilities demanded in- 
creased laundering capacity. Household-type 
laundry equipment previously used had 
proved inadequate, undependable. 

SOLUTION: Hospital requested services of our 
Laundry Advisor. He analyzed linen require- 
ments, surveyed available space, then sub- 
mitted recommendations and a suggested 
laundry layout. Hospital installed modern, 
cost-reducing equipment shown here. 

RESULTS: Faster latindering provides an abun- 

dant, uninterrupted flow of sterile-clean linens 

to all departments. Linens and uniforms are 
more attractively laundered. High-speed 
equipment cut laundering costs to minimum. 


ae 





In modernized laundry department are NORWOOD Hospitals, large or small, can obtain the 
CASCADE Washer, American Extractor (for remov- services of our Laundry Advisor. No cost or ob- 
ing excess water from washed workl, and 2 ligation. WRITE TODAY 


ZONE-AIR Drying Tumblers. 









Uniforms for nurses, doctors, attendants, 
waitresses, also staff's personal apparel 
are ironed on this 1-Operator Press Unit. 


REMEMBER eee Se 
Every Department of — 
the Hospital Depends — 
on the Laundry. Hodes 






Linens are beautifully ironed on American 
RETRON Flatwork Ironer. 


















Your hospital will benefit by selecting from Ameri- 
can's complete line of most advanced and pro- 
ductive hospital laundry equipment. 









THE AMERICAN LAUNDRY MACHINERY COMPANY CINCINNATI 12, OHIO 
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lead with the loader / 
STERLING 


KITCHEN MACHINES 


FIRST 


with these 
History-Making 
















Developments 

s 
@ Stay ahead of competition! Specify STERLING, first in qual- in 
ity, first in efficiency, first in features. Enjoy the solid satisfac- DISHWASHING MACHINES 
tion of owning the best... of knowing that your equipment is 3-Way Door @ Timed Rinse Valve 
so far out front that it*will be best a long, long time. Enjoy, gee tee arene 
too, the feeling that your costs are cut to the bone with rugged, Water Level Indicators, etc. 
efficient, feature-packed STERLING Kitchen Machines. \ —~ 


in 
VEGETABLE PEELERS 
Integral Peel Trap @ Wavy Disc 


Enclosed Base @ Bonded-and-fused 
Carborundum Abrasive 


L y, 
oe 


BURNISHERS 
Pik-out Basket 
Double Barrel— Double Covers 
Solid Cast Bronze Barrels 
Ball and Gas Trap 
Positive Drive, 


s with Clutch Barrel Lock D, 
( — 


To maintain Sterling 


Model 2A-100 
Conveyor Dishwashing Machine 











leadership, new time-and 


labor-saving features are 


Type Al 
Vegetable Peeler 


Model 61 
Burnisher 


being perfected constantly. 











THE ANSTICE COMPANY, INC. 
*%& 111. Humboldt 5+. 
Rochester 9, N.Y. 
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@@ We all know the importance of the everybody has been complimenting him 








right kind of flooring in hospitals... on his choice. What was his choice? 

floors that are quiet, floors that are... Hood Rubber Tile! . 

durable, and floors that are easy to 

clean. Several months ago, Dr. Rogers, “= Hood Rubber Co 
in addition to all the usual decisions Yes, wherever flooring beauty, longer = A DIVISION OF a 
that a Superintendent has to make, wear (18 years in a Massachusetts i 6 es 

had to choose new flooring for the hos- hospital), ease of maintenance and Bb we G77, 7, | 

ital corridors and rooms. W ell, today comfort are of vital concern, the choice ial wi. 

1e looks like a new man! The floors is Hood Rubber Tile. Write for free A 

have been in for morethanamonthand color catalog. See why leading Ameri- U : 

the nurses, doctors, maintenance crew, can hospitals use Hood Rubber Tile. 


HOOD —FOR RUBBER TILE HOOD—FOR ASPHALT TILE 
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The: it nbler fr ey 86... 


THREE COMPLETE LINES OF LIBBEY i) TUMBLERS 


These famous Libbey “Bounce” Tumblers last from 3 to 5 times longer! 








Every one ot these 





NOR ROOMS, trays, dining rooms and than ordinary glasses 
amazing tumblers is backed by the famous 


cafeteria use... wherever tumblers are 





used, there’s a Libbey Heat-Treated Tumbler Libbey guarantee: “A new glass if the 


to do the job with economy Patrice nts and ‘Safedge’ evel chips a0 

staff will appreciate these attractive, light, Lake advantage of the extra ” of 

easy-to-hold tumblers Libbey Heat-lTreated Pum! slers! Request 
Hospitals and sanitariums from coast to samples and prices from your nearest Libbey 

coast praise Libbey Heat-Treated Tumblers sales othce or write directly to Libbey Glass, 


because they last from 3 to 5 times nger P. O. Box 1034-1035, Toledo 1, Ohio. 



















IT LOOKS BETTER... 1T TASTES BETTER IN GLASS AND YOU CAN BE SURE IT'S STERILE! : 
Governor Clinton Line 
‘. 79 
. < She s aida -—— — — (nce — 
TH 6 Th (ian | ~ = i) | | 
| | (TTD) | a y \ 
y , } ) ) 4 ) \' ) ) 
= Ld * _ “ | | | | 
6! i | 
Bor. éon i- at 2 ne ica = 
oz 6% oz 8 oz Po Sex B om 
No-Nik Line ” - 
=—__ — a | ( "a ~ _ | 
— Manan ( 
LW LL Lh | L “A 
1927 1917 J U 
a ee pcg 1910 1916 | 
7 10 oz 8 oz toes ine ree °c 
Straight-sided Line _ _ 
— —T 7 
556 a 
5 oz Fe pd ra 
ean ; 553 
' 8'% ox. 10 oz ~¢ ; 
. . 124 on. 
LIBBEY GLA 
oe BE GLAS S BOUNCE tuma.ers 
i ins Libbey Glass, Division of Owens-lilinois Glass Company, Toledo | OQhioe 
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It’s long-wearing... beautiful 
...-comfortable, too! 


This new Wear-Ever Aluminum Chair “keeps up” 
without upkeep. [t's strong! We loaded the chair 
with a 200 Ib. weight. then rocked it mechanically 
100.000 times — dropped it 4'9" in each “rock 
It remained tight and unchanged dimensionally! 
Made of high yield strength, extruded aluminum 
alloy. this chair levels itself on uneven floors. 
There are years and years of wear-ability in 
this chair. The silvery Alumilite finish won't 
corrode, chip, crack, peel or show finger marks. 
Extremes in temperature and humidity do not 
affect it. No splinters to snag nylons. The tough, 
washable upholstery fabric will not fade. 
Graceful, smart-looking, this Wear-Ever Alu- 
minuin ( hair adds charm to any surroundings. 
Has black plastic finials and non-marring leg 
glides. Six rich upholstery colors: Red. Green. 
Blue, Ivory, Dark Green and Dark Brown, 






Iry this beautiful new chair. You will find the sicudeials 
posture-perfect design and large formed seat and 
back always restful. Ask your supply house to 
show you this economical new Wear-Ever Alumi- 
num Chair, or mail the coupon to The Aluminum 
Cooking Utensil Company, 703 Wear-Ever Build- 


ing. New Kensington. Pa. 





WEAR-EVER 


r OL Fiem a 
Address Moe 
| City ‘ Zone ae 

| 
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; We would like to see the new Wear-Ever \laminum Chair 
| Color Also price on (quantity 
l Name Pith 
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The pioneer research of the eminent Sir Henry 
Hallet Dale has contributed in no small measure to 
the rapid strides made by his contemporaries 

in the field of Endocrinology. 

The Armour Laboratories as a pioneer in the 
processing of endocrine products is deeply apprecia- 
tive of Sir Henry Dale’s contribution to the 


development and standardization of these products. 


Eighth in the series, PORTRAITS OF PIONEERS in 
Endocrinology. A full-color reproduction of this painting, 
suitable for framing, is available upon request. On your 


professional letterhead, please address below: 








ARMOUR 
Laboratories 


CHICAGO 9, ILLINOIS 
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Su ony dalltt Dale ...1875-=- 





The researches of Sir Henry Dale have influenced 
our concepts of endocrine physiology profoundly. 
The fundamental significance of his discoveries 
has come to be appreciated more fully with the years. 

Sir Henry attended Trinity College, taking his 
medical degree at Cambridge and at St. Bartholo- 
mews Hospital, London. He did research in 
physiology at University College under Professor 
Starling. In 1920 he became director of the de- 
partment of biochemistry and pharmacology at 
the National Institute for Medical Research, be- 
coming Director of the Institute in 1928. He was 
knighted in 1932. His major investigations began 
with an analysis of the pharmacology of ergot, 
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followed by research on histamine, particularly in 
relation to anaphylaxis and shock. While on this 
work he discovered the oxytocic action of posterior 
pituitary extracts. With Laidlaw in 1912, he pub- 
lished a biological method of standardizing such 
products. This method still is official in the United 
States Pharmacopoeia. He found acetylcholine in 
certain ergot extracts and studied its action. These 
studies led, after 20 years, to the epochal discovery 
by Otto Loewi that acetylcholine is the chemical 
intermediary in many instances between nerve 
impulse and muscular action. Sir Henry Dale was 
awarded, jointly with Dr. Loewi. the Nobe! Prize 
for Physiology and Medicine in 1930. 





SALES ENGINEERS 





Jon CABINET CONVECTORS 
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DUNHAM HEATING PRODUCTS 
meet the needs of ANY JOB 


Increase operating efficiency ... cut your costs 


Regardless of what your heating equipment need 
may be... whether it’s for a single valve or a 
carload of convector radiators .. . it will pay 
you well to look first at the Dunham line 

Dunham products are quality-built by heating 
specialists with a background of nearly half a 
century of experience 

Long a “buy-word” among the country’s 
leading architects, contractors and engineers— 
they're easier to install, work better, require 
less maintenance—because they're precision 


engineered for their jobs. 


Heart of the famous 
Dunham Vari-Vac Differential System 
It is upon these job-proved products that the 


Dunham Vari-Vac heating system is based—and 





it is their reliable performance that has made 
possible the sensational savings in fuel for 
which this system is nationally famous. 
So—if it's value you want, if it’s quality you 
need, if it’s performance you like—standardize 
on Dunham Steam Specialties, Unit Heaters, 
Pumps, Cabinet Convectors and Baseboard 


Convectors. 
SEND FOR THIS CONDENSED CATALOG 


Write today for your free copy of Bulletin F ounwam | 


634C and get complete technical data on 
all Dunham heating equipment. See for 
yourself why value-wise architects, engi 
neers and building owners the countr 
over are talking and installing Dunhan 





products to meet their every heating need! 


C. A. Dunham Co., 400 W. Madison St... Chic 


HEATING MEANS BETTER HEATING 
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AND JOBBERS IN ALL PRINCIPAL CITIES 





These are “Trying” Times 
—be sure To tny tt before you buy (tf 








oo q » b> 
x yf LZ 
= S 
é 
U % . 
The Lye Test. Don't let anyone ‘‘pull the wool" over 
ws your eves. It vou want to make sure a tabric 1s all wool 
The Pull-the-Leg Test. You should see what a : 
; . simply ila small piece of it for abo tt minutes in 
womans stocking goes thr h betore it reaches a leg. 
\ ‘ - , a solution of Is { water. It the tabric dissolves com- 
pletely . . . well, it was all wool. 


The Sleep-Like-a-Log Test. They use a mechanical 


Rip \ Wink ‘ ilitv ot nattress. Back and 
f k | 

t ‘ er 
| mattress | e ma . \ under 400,000 
passes, you Ca De sure it $s est 




















The Square Foot Test 


One of the surest tests to find the best and most economical 


brand of paint to use in a building is the square foot test. Take 
1 gallon of any good paint and a gallon of Barreled Sunlight. 
Thin each according to directions on the cans. Then meas- 
ure the number of square feet each paint covers on a wall. 
And, because labor represents about 80‘, of the cost of any 
painting job, check the length of time it takes to apply each 
paint. Notice the difference in their appearance and hiding 
power after drying overnight. 

Yes, compare any good paint with Barreled Sunlight 
You'll see that Barreled Sunlight will do a better-looking, 
longer-lasting job at lower cost for both paint AND LABOR 
than any other paint on the market. 

See for yourself. Let your nearest Barreled Sunlight rep- 


resentative give you a Convincing demonstration. Write. 


U.S. GUTTA PERCHA PAINT COMPANY 
30-C Dudley St., Providence, R. I. 






ANPP 7p, 
“Barreled 
Sunlight? 


ying 







arreled Sunlight 
Wfo 
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In whitest white or clean, clear, pleasing colors, there's 





@ Barreled Sunlight Paint for every job 
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Brand Disinfectant 





SAFE, EFFECTIVE UNDER DIFFICULT CONDITIONS... 
even in the presence of pus, blood 


or any organic matter... so reliable is “Lysol.” 





100 TIMES AS MUCH FOR YOUR MONEY 


\ gallon of economical “Lysol” makes 


100 gallons of solution recommended for general 


disinfection at only 2.4¢ a gallon 


YES ... THOROUGH DISINFECTION 
AT A COST THAT MAKES SENSE. 


Phat’s the service “Lysol” has been providing hospitals, 
clinics, labs for more than fiftv vears. THAT'S WHY 
LYSOL” IS STILL ON TOP OF THE GERMICIDE MARKET! 


GUARANTEE: Every batch of “Lysol” is absolutely uniform 


ition and action, and tree from impurities. 


Address all inquiries to your 
HOSPITAL SUPPLY DISTRIBUTOR 
or to 
LEHN & FINK PRODUCTS CORP. 
Hospital Department 
445 Park Avenue, New York 22, N. Y. 


A SINGLE ALL-PURPOSE DISINFECTANT 
Non-specific “Lysol” is germicidal 
tor all disease-producing vegetative bacteria. 





AND WHILE GUARDING HUMAN HEALTH, 
sterilizing with “Lysol” prolongs the usetul life of 
rubber goods, prevents rusting of « \pensive instruments, 


guards delicate cutting edges. 






LIST PRICE 


$3.00 per gallon. Save 20% 
by buving the fiftv-gallon 
drum. Supplied in 1-gallon 
conta rs and 5. It 1 
50-ga ums. Leading 
hos} tors are 

aut I ell “Lysol.” 
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A BACKGROUND OF DEPENDABILITY 


For 61 years the Dundee name has identified 
towels of excellent quality and outstanding 
serviceability. That’s why they are the 
choice of leading hospitals and institutions 
throughout the country who insist on tow- 
els firmly woven to give many repeat 
performances. 

@ Huck and Turkish Towels (plain and 
name woven) ® Toweling © Damask Table 
Tops and Napkins @ Corded Napkins 
Consult your favorite distributor 


Dundee Mills 


INCORPORATED ¢ GRIFFIN, GA 


Manufacturers of Famous Nationally Advertised 


DUNDEE TOWELS 


Showrooms: 40 Worth St., New York, N. Y. 











ONONDAGA POTTERy COMPANy 
Syracuse, N. Y, 


Pleq 


followin 


Se send me Prices ang further information On the 
9 patterns. 
: 3 Whitfield ( 


‘ NOnochrome (4 
ase send me your 
Name 


Title 
Hospital| 


City 









CASE HISTORY *Ge¢y 


Born LEAF GD 















ee. a pure it floats 


It is not surprising that Ivory has won the acceptance of hospital authorities to a 
degree which perhaps no other soap has ever equalled. For pure, gentle 
Ivory serves efficiently — and pleasantly — the cleansing needs of everyone in 


the modern hospital. 


Ivory today is finer than ever. It's richer lathering — even in hard water. It's handsomer 
. easier to handle. And new, improved Ivory puts no heavy strain on 
hospital budgets. 


New, improved Ivory is available tor hospital OvetirtSantle 


use in the popular unwrapped }3-ounce size Also CINCINNATI, OHIO 
l 1 
available in smaller sizes, either wrappec 


or unwrapped 


MORE DOCTORS ADVISE IVORY SOAP THAN ALL OTHER BRANDS TOGETHER 














Photo courtesy 


St. Vincent's Hospital, Sioux City, lowa Z, : Z ‘ J ,, Uj, 
TROY Laundry Machinery 


to reduce costs and increase efficiency 


Consistent promptness in delivering linens and uniforms 

WASHERS ON TIME is essential. Hundreds of hospitals across the nation, 
such as St. Vincent's of Sioux City, have installed Troy laundry 
EXTRACTORS ; tists ; : 
machinery to step up all-around efficiency and meet heavy schedules. 


DRYING TUMBLERS There is a Troy machine to quickly and capably handle each phase 


of laundry operation in less time, with less labor and at low cost. 


APPAREL PRESSES 








Speed, simplicity of operation, trouble-free maintenance and the 
FLATWORK IRONERS keeping of linen supply inventories at a minimum are Troy advantages 


appreciated in busy hospitals. 


TR 0) Laundry Machinery 








PHOTO-PLAN” SERVICE 


Troy laundry engineers survey your 
hospital laundry needs and plan most 
efficient layout. Scale models of 

laundry machines are set up ona 
miniature of your floor plan, then photo- 

graphed and an easy-to-read three-dimen 
sional print is furnished to you. 0 

charge for this Troy service, Write for details. 


BUILDERS OF QUALITY LAUNDRY EQUIPMENT SINCE 1868 
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PRATT & LAMBERT 
PAINT AND VARNISH 





MISSOURI DELTA COMMUNITY HOSPITAL, SIKESTON, MO. 

JAS. GAMBLE ROGERS, Architect — ROGERS & BUTLER, Associate Architects, New York City 

McCARTHY BROTHERS CONSTRUCTION COMPANY, Genero! Contractors, St. Louis, Mo 
STANLEY HANKS PAINTING CO., Painting Contractor, St. Louis, Mo. 


HE Missouri Delta Community Hospital and nurses’ home, in pleasing 
Colonial design, is located on a spacious, landscaped site with an abun- 
dance of fresh air and sunlight. Equipped with the latest facilities, the 


hospital is meeting the demands of an ever-growing community. 


Here, as in hospitals throughout the country, Pratt & Lambert Paint 
and Varnish not only serve to beautify and preserve, but contribute to 
the well-being of patients. Also it is now possible to supply certain P&L 
decorative materials free of objectionable odor, which are so obviously 
desirable in hospitals. Because of their extreme durability and washability, 


these products cut maintenance costs to a minimum. 


On request, you may have the co-operation of a Pratt & Lambert 
representatative in developing complete color plans and painting specifi- 
cations. Pratt & Lambert-Inc., 126 Tonawanda Street, Buffalo 7, N. Y. 
In Canada, 18 Courtwright Street, Fort Erie, Ontario. 





Save the surface and you save all! 


1849 — Pratt & Lambert Hundredth Anniversary —1949 
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ZEOLITE 
CAPACITY 






















Note the ingenious 
upper ond lower mani 
folds containing check 
valves which prevent 
escape of zeolite, per 
mit deeper bed, better 
regeneration and assure 
better distribution 
of water with higher 
efficiency 


Zeolite is a remarkable mineral —an ideal means of 
softening water — but... it remained for Elgin to intro- 
duce a method of making the zeolite softener get down 
to business and really do things in a big way. 

This development — the Elgin ‘Double-Check” Sof- 
tener — is still the biggest water softener development 
in recent years! 

Like all basic changes its story is simple. By preventing 
the escape of zeolite under all conditions, the Elgint 
“Double-Check” manifold permits putting more zeolite 
in a softener of given size. Since it’s the zeolite that does 
the softening, this means more gallons of soft water 
per regeneration. 

But notice, also, that by preventing the escape of zeolite 
a high backwash rate can be used which means better open- 
ing up and regrading of the zeolite bed, better regenera- 
tion by the brine, more efficient use of the zeolite through- 
out the service period. 

That is why hundreds of users of the Elgin ‘Double- 
Check” report that it gives up to 44% more soft water per 
regeneration than any other softener of equal size. Yes, 
44%o mae soft water from a softener of the same size con- 
taining the same type of zeolite. To you this means either 





Extra gallons of soft water from your 
present softener! 


added capacity from the same size softener, or the same This Elgin development is adaptable to all makes of 
capacity from a smaller one . . . always with a real saving existing softeners. Let us show you how we can step 
‘ Staal Leabiinae eeaiiiie aml ae he i's aa up the output of your present softener (as much as 
in original inve = operating, and maintenance Costs. 3 10 10 times with our new high capacity synthetic 
Ask for Bulletin 607 containing eye-opening details. and resinous zeolites) . . . just as we have done it in 


hundreds of plants. 


ELGIN SOFTENER CORP., 144 North Greve Ave., Elgin, Ill. 


NOW AVAILABLE THROUGH ELGIN— 


ILLCO-WAY DE-IONIZERS @7j}71"7") 


... for de-minerization of water 


By joining the services and products of the Illinois Water Treatment Co, 
with Elgin Softener Corp., the already wide range of Elgin services is 
further broadened to include Illco-Way De-alkalizers for boiler makeup, 





De-mineralizers and special lon-exchangers. Ask for data 


fe es i si: tem ‘en a iat ich ti se ila hina 


SOFTENERS o CHEMICAL TREATMENT e FILTERS e t#LLCO-WAY DE-1ONIZERS 
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“Sound prescription” for 


Clean, cheerful INTERIORS 





ORUGS & CHEMICALS FOOD PROCESSING TRANSPORTATION RENTAL HOUSING PUBLIC BUILDINGS 
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hospital patients and budgets... 





of — aMNMG LCO— 


Here’s a really sound “prescription” for the hospital you build—Structural Clay 
Facing Tile. 

With it you get a compound of these many valuable ingredients: 

One part of cheerful interior finish. Facing Tile banishes “sickroom atmosphere.” 
Its bright surfaces can be in pleasant, light-reflecting color patterns, or clean, 
cool white. 

A full measure of maintenance advantages. Facing Tile washes clean, quickly and 
easily, with soap and water. Its impervious surface resists steam and most acids. 
It will not harbor bacteria or any other unsanitary trouble maker. 

A double portion of economy. Facing Tile is fast-building, long lasting. It’s a struc- 
turally strong, firesafe wall and finish in one material, at one cost! It never needs 
painting or redecorating, never needs repairs for cracking, marring or decay, 
even after years of hard wear! 

For healthier budgets and happier patients in your hospital, you can “prescribe” 
Facing Tile with confidence. For complete information contact any Institute 
member or write us, Desk MH-3. 

SEND FOR YOUR FREE COPY OF 1949 FACING TILE CATALOG! This valuable file- 
size book gives you latest specifications and descriptive data in complete detail. 
Also pictures and information on a wide variety of Facing Tile installations. Just 
write us on your letterhead, Desk MH-3. 


INSTITUTE MEMBERS 


Belden Brick Company Hanley Company Metropolitan Paving Brick Co. 
Canton, Ohio * New York 17, N. Y. Canton, Ohio 
Continental Clay Products Co. Hydraulic Press Brick Co. National Fireproofing Corp. 
Kittanning, Pennsylvania Indianapolis, Indiana Pittsburgh 12, Pennsylvania 
Charleston Clay Products Co. Mapleton Clay Products Co. Stark Brick Company 
Charleston 22, West Virginia Canton, Ohio Canton, Ohio 


West Virginia Brick Company 
Charleston, West Virginia 










FACING TILE INSTITUTE 


1756 K STREET, N. W. ° WASHINGTON 6, 





D.C. 
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expanding 
fields 

for 
hippuran 


HIPPURAN*, for years the medium of choice in excretion urography, 
is now proving of great value in the study of gallbladder function, both 
on the operating table and postoperatively.’ 
If the surgeon wishes to discover whether the common duct has been cleared 
before closing, 10 cc. of HIPPURAN (N.N.R.) may be injected and a film 

taken at once. The obstruction has been cleared if HIPPURAN passes readily 

into the small bowel. 

Some prefer to make the study through a T-tube after the operation. Stones 

lodged in the hepatic and common ducts may be visualized. 


HIPPURAN — sodium ortho-iodohippurate — is an excellent and safe medium , a 
for retrograde pyelography and has been used for oral and intravenous 
urography. 


1 Simonds, F. L.: Opaque media in X-ray diagnosis, Nebraska State M. J. 31: 326-329 (August) 1946 
*Trade Mark Reg. U. S. Pat. Off. Hippuron U. S. Pat. No. 2,135,474 


82 Years of Service lo Chemical Users 


. e 
Mallinckrodt Chemical Works 
Mallinckrodt Street, St. Louis 7, Mo. 
Uniform. Dependable Purity 72 Gold Street, New York 8, N.Y. 
Chicago + Cincinnati * Cleveland « Los Angeles 
. . Montreal + Philadelphia * San Francisco * 
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SPEAKING OF COVERAGE... 





Cannon's coverage of textile items for hospitals is this good. 


RADE coe MARK | 
Your supplier can provide you with all 18 Cannon items — promptly. ~ er.) A 
CANNON | 
CANNON MILLS, INC 
70 Worth Street, New York City 13 


Yo 
Wi 
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SS 
7 TOWELING 
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Medart Steel Lockers are famed throughout American 
Industry, Schools and Institutions as the locker by which 
all locker equipment is measured - «+ from their sturdy 
long-life construction details to their special features 
which insure perfect security, cleanliness a 


nd maintenance- 
free operation. Feature for feature . 


. « dollar for dollar 





MEDART STEEL LOCKERS 
Vie Sliivclard-of- Comparison’ 


- + » Medart Steel Locker is the STANDARD OF COm. 
PARISON! For detailed information on Medart Lockers 
write for Medart Catalog. For answers to your instal- 
lation problems consult Medart engineering department 


- entirely without cost or obligation. ‘ . 






































MEDART 
SINGLE TIER 
LOCKERS 


In either of two standard 
heights . . . 60 inch or 72 inch. 
Both provide full length coat 
compartment with shelf at top. 
Finished in olive green or brown 


enamel. 


MEDART 
DOUBLE TIER 
LOCKERS 


When full height is not required 

. or when economy of floor 
space is the watchword double 
tier lockers adequately fill the 
requirements of safe, sanitary 
storage. In olive green or 
brown enamel finish. 








Single-Tier Lockers 


Double-Tier Lockers 


' Depth Height 
th Depth Height Width Depth Height Width is 36 
Width Depth Height Wid ae > 12" 12 30 : 12 42 
12 60 - n 12 2 oo ? 5 42 ‘ ‘ 
- $0 5 % ie ; 36 15 = 7 | 
0 7 
: i 
21 7 




















MEDART LOCKERS AND CABINETS FOR 





EVERY STORAGE NEED 









The MODERN HOSPITAL 









Effective, economical and always available for hospital ser- 
vice, this remarkable Hanovia Lamp makes it possible to 
irradiate as many as six patients at one time. 

This cuts down personnel, reduces cost of service, permits 
more efficient work in Ultraviolet therapy and effects a sub- 
stantial saving. 

Many hundreds of dollars can be saved annually by this 
group lamp. One technician can treat a large number of 
patients every day. 


A Partial Range of Clinical Usefulness 


With Ultraviolet exposures and hygienic 

treatment, the symptoms referable to the 
intestinal tract generally vanish during the first few months 
of irradiation 
The mercury quartz light is often preferred when pulmonary 
disease is exudative and febrile, because of its great dificiency 
in heat rays. Better results are then had in tuberculosis of the 
intestine, peritoneum, epididymis and lymph nodes. Benefits are 
had by patients suffering from tuberculosis of the bones, articula 
tions, peritoneum, intestine, lymph nodes and larynx when the 
entire body is exposed to light rays. In tuberculosis of the skin, 
lupus vulgaris alone can be said to respond satisfactorily to 
Ultraviolet irradiation 


In certain cases of indolent ulcers 
and wounds, occasional erythema 
doses of Ultraviolet radiation or daily treatment with graduated 
doses of Ultraviolet Rays seem to be helpful. Some indolent 
vicers and wounds appear to respond rapidly and favorably 


Good results have been obtained in erysipelas 
with both X-rays and Ultraviolet Rays. Re- 


HANOVIA’S HIGH INTENSITY 


TAY croup 











for 


irradiation 











HANOVIA ONE BURNER 


GROUP SOLARIUM LAMP 
MODEL NO. 2137 


covers an area of 144 square feet, casting no shadows. 


Designed to project the light at a downward angle and, 
combined with direct irradiation, gives‘an even spread 
of radiation over the entire length of four to six beds. 
This model may be employed in multiples. Special 
layouts furnished upon request. Address Dept. 315-C 





There have been numerous re- 
ports of good results with general 


body irradiation with Ultraviolet Rays in cases of dermatitis herpeti- 
formis and chronic pemphigus. Ultraviolet radiation has been found 
useful for shortening the course of pityriasis rosea. 


In selected forms of gen- 
eral debility, secondary 


cently many reports have appeared in literature which show anemia, in convalescence after operations and infectious diseases, in 
that Ultraviolet radiation is a safe and successful method for chronic bronchitis and sensitiveness to acute respiratory disorders, in 
the treatment of erysipelas, especially in the very young and bronchial asthma, in selected forms of neuresthenia, light therapy has 
the old proved ao valuable adjunct to general medical treatment, 
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Now Available. 





IRST isolated in the Merck Re- 

search Laboratories in 1948, clin- 

ical studies have demonstrated 
that Cobione* exhibits extremely 
high hematopoietic activity in the 
following conditions: 
% PERNICIOUS ANEMIA 

In uncomplicated cases and those with 


neurologic involvement. 
In patients sensitive to liver preparations. 


% NUTRITIONAL MACROCYTIC ANEMIA 

%& CERTAIN CASES OF MACROCYTIC ANEMIA 
OF INFANCY 

% SPRUE (tropical and nontropical) 


Cobione* Possesses Significant 
Advantages 

@ It is a pure, crystalline compound of 
extremely high potency, and no known tox- 
icity, when given in recommended dosage. 
@ It is effective against all manifestations 
of pernicious anemia, including the neu- 
rologic manifestations. 
@ It is effective in, and well tolerated by , rs 
patients sensitive to all liver preparations. 
@ It is effective in extremely low doses, 
because of its remarkably high potency. 
@ It may be administeree in precise dos- 
age, because it is a pure, crystalline com- 
pound. 


*Cobione is the trade mark of Merck & Co., Inc. 
for its brand of Crystalline Vitamin Bo. 
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COBIONE 


TRADE MARK 


(CRYSTALLINE VITAMIN B,. MERCK) 


* * * 


Antipernicious Anemia Factor of 
Liver in Pure, Crystalline Form 


Fxg % t } 
~~ Sa 
gn, . 
. a ™ 
Jj *s f oe 
™ > te 


Same patient ninety hours after a single 
Cobione (Megaloblastic Bone Marrow) injection of 0.025 mg. of Cobione 


COBIONE , 





TRADE MARK 





(CRYSTALLINE VITAMIN B,. MERCK) 


MERCK & CO., Inc. Manufacturing Chemist | RAHWAY,N. J. 
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Yes, a three-drawer cabinet of x-rays can be recorded on two small 
rolls of film that fit in the palm of vour hand. Think of the space 


you Cah save and the money vou will save 


THE MICRO X-RAY RECORDER 


Records x-rays on 35mm film. The density variations and details 
are absolutely controlled so as to produce identical duplicates of 


the originals. Also records photographs specimens, Case histories 


and corresponde nce Anvone can use the simple panel board and 


its fool proof automatic controls 





HOW the 
MICRO X-RAY RECORDER 


PAYS FOR ITSELF 


Average estimates from | spital n the 
filing cabinets, envel nd cu nt film l 
ge price 
YOU SAVE.. 
Filing Cabinet $100.00 
Filing Envelopes 20.00 
Films Salvaged 34.50 
$154.50 
LESS. 
2 Rolls Film $ 36.00 
(completely processed by us) 
Labor for Recording 7.00 
$ 43.00 
SAVING PER CABINET RECORDED $111.50 
Distribute hy the Major \-Ray ( rripante and 


Their Dealers 














WRITE TODAY FOR FURTHER INFORMATION 


MICRO X-RAY RECORDER, INC. 


1941 N. Western Avenue, Chicago 47, Illinois 
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GET THE FACTS—GET THIS BOOK! 





IT'S FREE / 


Fill in the coupon at the right and 
get your copy today. It’s a comprehensive 
book dealing with all indoor climate 
conditions in every type or size 
of hospital. 







Honeywe 
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"GUARDING AMERICA'S HEALTH" = ~~ ~~~ 


Wi JULD you like to know how to plan your hospital's atmosphere? 
No other structure presents so wide a variety for indoor climate as your 
hospital. From the premature nursery to convalescent rooms, from the 
boiler room to the executive offices, different and yet exacting tempera 
tures are not only desirable but necessary. To help you, Honeywell 
has prepared this comprehensive book, “PLAN YOUR HOSPITAL'S 


AT MOSPI II Rl ” Get the tacts get this book! It's free! 








r MINNEAPOLIS-HONEYWELL REGULATOR COMPANY | ! 
| 2665 Fourth Avenue South ° lis 8, Mi 0 ] 
Please send me my copy of ‘Plan Your Hospital's Atmosphere.’ | 

| 

Name | 
Title Hospital | 
Address om | 
City State | 
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"Boy [ 


He’s convalescing on a new Restfoam 
Mattress, of course! 





Leading hospitals are learning that 
Restfoam Mattresses actually help 
patients’ morale in addition to im- 
proving comfort and aiding recovery. 
These hospitals know that: 

1. Restfoam combats the soreness and 
fatigue that come with long days in bed. 
2. Restfoam gives your patient 
firm, natural support. It floats 
his entire weight on millions 


3. You can roll up a Restfoam 


of tiny, self-ventilated air cells. faa 


a 


RESTFOAM 


I'm really getting well !" 


a 





Mattress without any fear of damaging it. 


4. The extra light weight of a Restfoam 
Mattress makes it easier to handle. 


5. You can depend on Restfoam to stand 

up better under rough treatment. as evi- 

denced by the way foam rubber mattresses 

have stood up in Pullman service. 

So, why not give your patients tke 

extra comfort Restfoam provides? 
For more complete details 


J f about Restfoam Mattresses 
7, | ° ° 
Vi | (or Restfoam Pillows) write 


1} Hewitt Restfoam Division, 
Buffalo 5, New York. 


MATTRESS 


HEWITT RESTFOAM DIVISION 


HEWITT-ROBINS ‘| 


INCORPORATED 


+ 
- 
e 

: 


O 4 
cone? 





No distressing warmth .....++. 


. P 
Cooler in summer . 





. comfortable 


all year ’round! Restfoam is natural 
latex foam. It ventilates itself 








No metal, no pads, no tufts ... 


Nothing to come loose! Nothing 
inside to cause the dust and lint . . 
that plague people with allergies. 





: <4 
No turning needed ........... 
No needless bulk! No more heavy 


lifting! You need never turn a Rest- 
foam Mattress — at any time! 
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Responsibility for Sponges 

Question: If a surgical sponge is alleged 
to have been left in an abdomen, how much 
responsibility can be placed upon the nurse 
who is expected to keep the sponge count? 
—F.S.B., Conn. 


ANSWER: From the standpoint of 
legal responsibility, the nurse who keeps 
the sponge count is a member of the 
operating team therefore, an 
agent of the surgeon who carries the re- 
sponsibility, even though she may be a 
regular salaried employe of the hospital. 

Sometimes when litigation develops 
following an accident of this kind, the 
surgeon and his assistants, the hospital 
and the nurse are all named as defend- 
ants. However, it is the surgeon who 
carries the responsibility and I know of 
no cases in which courts have brought 
findings against the other defendants. 
Obviously, a hospital involved in litiga- 
tion of this kind is in a better position 
to defend its case if it can be demon- 
strated clearly that accepted sponge 
count and control procedures had been 
instigated and carried forward con- 
scientiously—R. W. D. 


and is, 


Length of Vacation 

Question: Where nurses work forty hours 
per week should more than a two week vaca- 
tion be allowed?7—E.H.J., Nev. 7 

ANSWER: At a recent meeting of a 
hospital association in an eastern state 
this question came up for discussion, 
and the following information was ob- 
tained from administrators attending 
the meeting: eighteen hospitals had a 
10 hour work week; one hospital had a 
4114 hour work week; one hospital had 
a 42 hour work week; eight hospitals 
had a 44 hour work week; one hospital 
had a 4414 hour work week, and four 
hospitals had a 45 hour work week. 

Among the hospitals having a 40 
hour week, vacations vary from two 
weeks in the first year of employment 
and one month in subsequent years to 
three weeks or more for all employes 


Plastic v. Rubber Sheeting 

Question: We are interested in receiving a 
comparison as to the relative value of syn- 
thetic or plastic sheeting and the regular 
rubber sheeting furnished to hospitals.— 
J.McL., Ill. 

ANSWER: There has been a decided 
change, brought about by war-induced 


shortages of rubber material, in the at- 
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titude of hospital administrators toward 
the use of synthetic or plastic mattress 
protective sheeting in hospitals. Many 
people today are expressing the thought 
that the synthetic sheeting is actually 
superior to rubber sheeting. The impor- 
tant thing to bear in mind is always to 
purchase sheeting which meets the pro- 
visions of the commercial standard on 
this material, CS 144-33, issued by the 
National Bureau of Standards in coopera- 
tion with the Committee on Purchasing 
and Standardization of the American 
Hospital Association—E. W. JONES. 


Insurance Against Mistakes 


Question: Provided we obtain the services 
of a recognized hospital architect, is there 
any way we can insure against mistakes in 
design or planning that won't be discovered 
until our building is in operation? —M.M., Ill. 


ANSWER: Of course, a great many of 
the mistakes made by architects can be 
laid directly on the doorstep of hospital 
officials, because of the lamentable lack 
of a carefully thought out, well prepared 
written program for the architect. A 
vast majority of hospital executives and 
their board members now appreciate the 
utter folly of trying to carry forward a 
building or expansion program without 
the services of a competent architect and 
if necessary a consultant. However, if 
every architect having a hospital project 
to work out could put on an orderly’s 
uniform and work on a nursing unit for 
a week, we would have the best 
for the 


just 
possible therapeutic 
frazzled nerves and flat feet of nursing 
department employes. Of course, depart- 


measure 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
Ala.; William B. Sweeney, Wind- 
ham Community Memorial Hos- 
pital, Willimantic, Conn.; A. A. 
San Antonio Community 


Hospital, Upland, Calif.; 
Fisher, Thayer Hospital, Waterville, 


Aita, 


Pearl 


Maine, and others. 











ment heads and other key people in the 
hospital where an addition is being 
planned should be called in to comment 
on the proposed program and the plans 
as they are developed —E. W. JONES. 


Medical Director Needed? 


Question: The board of trustees of this 
hospital is interested in knowing if it should 
continue the position of medical director in 
addition to that of administrator. The hospital 
is a 200 bed general, nonteaching institution 
without either interns or residents. 

Would the position of medical director be 
in conflict with the duties of the chief of 
staff? Do you believe a member of the med- 
ical staff could fulfill the position along with 
carrying on his private practice? What would 
be the duties of a medical director if one 
were indicated?—A.O., Ohio. 

ANSWER: It is common practice in 
many hospitals to have a medical di- 
rector in addition to the chief execu- 
tive officer or administrator. However, 
it is important to make certain that 
there is no misunderstanding as to 
authority and responsibility in the or- 
ganization. Many hospitals prefer to 
use the title of administrator and, in 
is on the 
the 


cases where a medical man 
administrative staff, call him 
sistant administrator rather than medi- 
cal director. However, because of local 
conditions, the title of medical director 
may be essential. 

In a hospital the size of yours, it is 
questionable whether there is need for a 
full-time medical director. Certainly, 
if the chief administrative officer is a 
doctor, there should be no need for a 
second doctor on the executive staff. 
If, on the other hand, the administrator 
is a layman, it might be advisable to 
appoint one of your staff members who 
has displayed administrative and teach- 
ing ability as assistant administrator 
a part-time 


as- 


medical director on 


W. JONES 


and 
basis.—E 


Paint for Metal Surfaces 

Question: Is an aluminum paint the best type 
of sealer to put directly on metal surfaces, 
such as iron or steel?—M.W., Wash. 

ANSWER: No. The best type of paint 
to put directly on such surfaces is a rust 
inhibitor such as red lead paint. How- 
ever, it is wise to put a coat of alumi- 
num paint over the red lead as a seal 
against moisture. The final or color 
coat can then be put on over the alumi- 
num.—E. W. JONES. 
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American-Stardard 


First in heating...first in plumbing 








irgh, Pa 
Inc., Philadelphia, Pa 


Standard Engineer: 


ind Reid 
General Contractor: John Mc 
Heating and Plumbing Co 
Washington, D. ¢ 

esale Distributor: Hajor 


Shain 


niractor ng Co 


Who 1 Corp., Arlington, Va 





Georgetown University Hospital 
selects American-Standard 


B® Ethiciency 
tenance 


main- 
American-Standard Heating 
Equipment and Plumbing Fixtures assure George- 
town University Hospital in Washington, D. C. 


. economical service . . . easy 


that’s what 


And many other modern hospitals have also 
found American-Standard a sure guide to quality 
—and to dependable performance. 

Whether you plan to modernize your present 
hospital building or to erect a new structure, your 
Designing Architect or Engineer and your Heating 
and Plumbing Contractor will gledly help you 
select the American-Standard Heating Equipment 
and Plumbing Fixtures best suited to your needs. 
American Radiator & Standard Sanitary Corpora- 


tion, P.O. Box 1226, Pittsburgh 30, Pennsylvania. 
Ucility Room features SERVICE SINK of sturdy cast iron, finished 
with acid-resisting enamel. CLINIC SERVICE SINK s made of genuine > 
vitreous china and has q thorough syphon jet flushing action 


oo “Sty 


Vark fA 


r~Anv Seng 


Merit 





Mae and 6 












Autopsy Room includes genuine vitreous china ALL-SERVICE SINK with drain 
shelf and knee-action mixing valve. AUTOPSY TABLE is made of acid-resisting 
enameled cast iron and has two slab drains, integral sink basin. ARCO MULTI- 
FIN CONVECTOR, at right. heats air as it passes between the convector s light, 
non-ferrous fins. With an AMERICAN ENCLOSURE, it makes an attractive, space 


saving installation 


ES OO OE 


AMERICAN-STANDARD * AMERICAN BLOWER * CHURCH ic * DETROIT LUBRICATOR * KEWANEE BOILER * ROSS HEATER * TONAWANDA IRON 
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Simmons Hospital Room No. 68 
Bayou Green, Scheme 7138 








in COLOR, COMFORT and STEEL! 


of As a melody arrests the ear, so this striking Simmons grouping 

Fe arrests the eye. 

“| Here is beauty—rich, satisfying colors, smart, modern design. Here is complete 
comfort, too, such as only Simmons can provide. 

But above all, here is furniture that /asts, for it’s built of steel—sturdy, fireproof, 
longer lasting, more economical through the years. Into its construction has gone 
the fine craftsmanship that makes Simmons furniture the choice of leading 
hospitals everywhere. 

Plan now to see your Hospital Supply Dealer about Simmons hospital furniture 


—or see it displayed on our showroom floors. 


Stnmons Company 
Display Rooms: Chicago For the finest in patient care—choose the 


New York * San Francisco + Atlanta firm, uniform support of Beautyrest 
Hospital Division 
Merchandise Mart Chicago 54, Illinois 


METAL FURNITURE IS: Strong «+ Fireproof + Marproof + Durable + Economical « Modern 








REPUTATION 





The success of a business, or of a product, depends largely upon the repu- 
tation which it enjoys. 

Acceptance of the Cadillac name, and the recognized quality for which 
it stands, have long been reputation-building factors for users of Cadillac 
equipment. This is especially true in mortuary and ambulance service. 
For dependability and long-range economy, as well as outstanding prestige, 
the Cadillac Commercial Chassis offers a wise investment. It is especially 
engineered for the job it has to do—the only commercial chassis completely 
designed and built for funeral car and ambulance service by the company 
whose name it bears. 

When you choose Cadillac, you have the satisfaction of knowing that 
nothing finer is available. You share with Cadillae the reputation of a 
quality name and a quality product. 








Only These Master Coach Builders Design and Build 

Special Bodies for the Cadillac Commercial Chassis 

The Eureka Co., Rock Falls, Ill. « The A. J. Miller Co., 

Bellefontaine, Ohio ¢ The Meteor Motor Car Co., Piqua, 

Ohio ¢ Superior Coach Corporation, Lima, Ohio ¢ Hess 
& Eisenhardt Co., Rossmoyne, Cincinnati, Ohio 











LARGEST MANUFACTURER OF COMMERCIAL CHASSIS FOR HEARSI AND AMBULANCE USE 
Commercial Department « CADILLAC MOTOR CAR DIVISION ¢ General Motors Corporation 
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Only Thing Matter 


WE WERE out 


the office the other day, and it has taken us some 
time to piece together the notes she left tor us. Now 


when our friend Anastasia stopped at 


that we have decoded the greater part of these, however, 
we find Anastasia’s highly individualized logic working 
at top speed. 

Have great idea for Truman, Ewing &c,” Anastasia 
wrote. “In order stay alive so can get sick, get benefits 
socialized medicine, man must eat, dress. Obvious need 
for socialized soup and fish. Both kinds 


My plan works same way Ewing's,” Anastasia went 


on. “Small pay roll tax, balance out of general funds. 
Free choice waiters, tailors. Everything same except 
method payment.” There were some more notes here 


that we couldn't make out, then a final scrawl: “Any- 
thing matter this plan? 

We may be out again when Anastasia calls, so we've 
Only thing matter your 


“Not enough waiters, 


left an answering note tor her. 
plan same as Ewing's,” this says 


Won't work 


tailors, money 


The Power and the Duty 


BILL now being studied by committees of the New 
York State legislature would make it unlawful for 
any hospital supported wholly or partly by public funds 


i 


to refuse to permit any licensed physician or surgeon to 
diagnose, treat or operate on any patient in any such 
hospital. The bill would also make it unlawful for the 
hospital to refuse admission to any patient sent by a 
licensed physician or surgeon. Since all voluntary hos 
pitals receive some public support in the form of tax 
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exemption, passage of this legislation would drastically 
alter existing concepts of hospital responsibilities. 

The widely accepted view today is that the hospital’s 
obligation to its patients and its community includes re 
sponsibility for the quality of medical care rendered 
within its walls. By careful selection of medical staff 
members and insistence that proper staff rules governing 
supervision of medical practice be written and followed, 
the hospital board does all that can be done to protect 
its patients. In exercising its authority in these areas, the 
board necessarily acts on advice of staff committees in 
nearly all cases; thus, few physicians see these regulations 
as an infringement on their professional freedom. 

The hospital’s right to restrict practice to acceptable 
physicians is recognized by the highest legal and medical 
authorities. “There can be no absolute right in individuals 
to claim the benefit of {hospital} privileges,” the court 
of appeals of New York State held recently, “ nor 
do we deem it illegal discrimination if from a large 
number of physicians it selects members of its visiting 
staff with regard not only to their medical skill but to 
their adaptability to the rules and discipline of the in- 
stitution. ” 

Physicians who do regard restrictive action by hospital 
boards as “lay interference” may be surprised to learn 
that such action has long been upheld by the Judicial 
Council of the American Medical “The 
board of control of any hospital (not maintained by 
general taxation),” the council ruled some years ago, 


Association. 


“has the legal right for reasons sufficient to the board to 
refuse the privileges of the hospital at any time to any 
practitioner regardless of his so-called school of practice. 
The fact that the person applying for permission to 
bring to and treat in the hospital a particular patient is 
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licensed by the state to practice does not alter the situa- 
tion.” 

Fortunately, the bill that has now been introduced in 
New York State has little or no chance of becoming law. 
However, consideration of the problems it raises and the 
evils which could be expected to follow its passage 
should strengthen the resolve of hospital administrators 
and board members to use the authority they have to 
guard the safety of hospital patients 


Hospitals Are Different 
Y HATEVER amendments may ultimately be made 
to the Taft-Hartley Act, or whatever legislation 
may be substituted for the act if it is repealed, it is 
important that the exemption of hospitals from provi- 
sions of a federal labor-management law be continued. 
This is not to say that hospitals should not bargain col- 
lectively with unions representing hospital employes; as 
a matter of fact, there is now abundant evidence that 
hospitals and unions can live together amicably and work 
together advantageously through collective bargaining. 
To make union recognition and collective bargaining 
mandatory on hospitals as on industry under the law, 
however, would be to risk possible hardship or hazard 
to hospital patients. The hospital has no profits to bar 
gain with; the money that is paid to employes in wages 
must be collected from sick patients in fees. Unless hos 
pitals are exempt from mandatory bargaining, hospital 
management loses its power to protect patients against 
Un- 


like the customer of industry, the hospital patient cannot 


unreasonable or excessive wage demands by labor 


protect himself against such demands by refusing to buy. 
The unquestioned fact that some hospitals still pay 
unreasonably low wages and have archaic views on 
labor's rights generally must not be permitted to obscure 
the more important fact that hospitals are set apart from 
industry by their nonprofit structure and their function 
of caring for the sick. That hospitals are so set apart in 
the public mind has been demonstrated time after time 
when public opinion has bitterly opposed hospital strikes 
even in communities known to be strongly pro-labor 
in sentiment. The law should certainly support a dis- 
tinction that is obviously accepted by the public. 
Granted exemption from labor-management laws and 
special consideration in public opinion, the moral pres- 
sure on hospitals to pay adequate wages and deal fairly 
with employes is correspondingly greater than the pres- 
sure in industry. The hospital that is keeping rates down 
by imposing on workers is on the same moral plane as 
the union that demands excessive wage increases at the 
there is no 


expense of patients. In the care of the sick, 


place for cupidity on either side. 


Keep the Intern Plan 
S HOSPITAL and medical school executives freely 
acknowledge, the rules governing notification and 
acceptance of internship appointments have not been 
Admittedly, some hospitals are 


uniformly successful 
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jumping the gun and attempting to close their appoint- 
ments in advance of the stated deadline. Some are de 
manding an immediate yes or no answer from appointees 
instead of permitting them the reasonable waiting period 
called for in the rules. 

Violations by hospitals make violations by 
spondent interns unavoidable, and under-the-table agree- 
ments are frequent. Knowing that such departures from 
the rules are taking place, many hospital people think 
the whole internship plan should be abandoned. It isn’t 
working, they argue, so why keep it going? 

While one can sympathize with the plight of hospitals 
that aren't getting any interns, it is hard to see how 


the re- 


abandoning the plan would help them. As a matter of 
fact, it seems likely that a return to the old, every-man- 
for-himself system would simply add to the number of 
hospitals left in the lurch. 

As Dr. Buerki pointed out at Atlantic City last Sep- 
tember, and as he reasoned again during the discussion of 
internships that took place at the recent congress on 
medical education and licensure, the trouble is not in the 
plan but in the fact that there dre nearly twice as many 
internships 4s there are interns. Under the difficulties 
imposed by this central fact, the present plan is as equi- 
until somebody proposes a 


Half a 


table as any plan could be; 
better one, it would be a mistake to give it up 
loaf is better than no interns. 


Job Study Job 


EDERAL bureaus, it was reported recently, usually 

have one personnel officer for every seventy-five to 
100 employes. This would seem to be ample for the 
normal personnel functions of hiring, firing, grading and 
general tab-keeping. If there are any personnel experts 
with time on their hands in the army, navy, Veterans 
Administration or Public Health Service, they might 
turn to and make a thorough job analysis of executive 
positions in the medical departménts of those bureaus, 
with a view to making possible the better utilization of 
medical manpower. 

Such a study would almost certainly reveal medically 
trained executives in many positions requiring no real 
medical functions. Replacement of medical with lay ad- 
release that 


ministrators in all such would 


many physicians for clinical and truly medical adminis- 


posiaons 


trative responsibilities, with consequent improvement of 
the whole federal medical economy. Policy-making ad- 
ministrators whose decisions may occasionally involve 
medical judgment do not need to be physicians if an 
adequate medical advisory service is available, as the sat- 
isfactory operation of the insurance, pharmaceutical and 
other industries under lay executives amply demonstrates. 

Similarly, job studies might be made in the federal 
nursing services, looking toward the release of nurses for 
strictly nursing duties. In the army and navy, for ex- 
ample, Wacs and Waves might well replace graduate 
nurses now doing clerical or administrative work, so that 
these specially trained women could be used for the kind 
of work they were trained to do 
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BUILDING PROBLEMS TODAY 


THE BUILDER’S VIEW THE SPECIAL FACILITY 


George F. Hutter Frank Latenser 


THE SMALL HOSPITAL ADDITION AND REMODELING 
Alfred L. Aydelott William A. Riley 


THE LARGE HOSPITAL RADIANT HEATING 
Valdemar H. Paulsen John K. M. Pryke 


DENTAL SERVICE UNIT 
James S. Miller and ]. R. McGibony 








According to 


The M 


— your job!” is the admonition 

to hospital planners and builders 
of a man who has been building hos 
pitals for fifty years and has plainly 
lived every one of them. To the visitor 
in his office, the pictures that ring the 
walls are so many buildings on so 
many plots of ground, but to George 
F. Hutter 


ences, each wit 


they are everlasting experi- 


individual trials 


1 Its 
and triumphs 

Now president of the Hutter Con 
struction Company at Fond du Lac, 
Wis., George Hutter has been building 
hospitals, almost literally, since he was 
a boy in knee pants. The business was 


founded in 1848 by Joseph Hutter 


the fresh, brown earth of an excava 


tion and the smell of new lumber were 
familiar to young George before he 
could say “specification.” He became 
business at 


about the time he started to shave and 


a partner in the family 


has been building ever since 
Unlike 


the same 


many men who have been in 


business for years, however 


Hutter never yearns for the good old 





> . 
Aerial view of St. Francis Hospital, Wichita, Kan., 
showing construction of ‘Building E" and addition. 





days. On the contrary, he thinks these 
are the best days we've ever had, as 
far as hospital building is concerned 
Every hospital that’s built today has 
many features that are better than any 


had 


said recently 


hing we twenty years ago, he 
As a result, he thinks, 
today’s hospitals will last longer and 
What's 
to operate. For 


We use d to 


walls—cor 


give better service more, 


they ll be economical 
example, he 


all the 


points out, 
plaster interiors 
ridors and operating rooms as well as 
a short time 


patients Then in 


rooms 
back putting in 
plaster where carts had banged against 


had 


Today we put in wain 


we were again new 


the walls or constant moisture 
taken its coll 
or other 


scotings of tle impervious 


material wherever a wall is going to 


take a beating. It costs more to begin 
with, but all the expense of constant 
replastering is avoided, and eventually 
the hospital saves money 

For the new hospital, Hutter be 
lieves, economy should really begin at 


the earliest planning—the 


point in 








an Who Builds Them 


hospitals are getting better 


selection of ay appropriate site In 
more cases than is necessary the build 
ing committee, board of trustees, or 
other responsible group contronts the 
architect and builder with a problem 
that has already been made difficult 
because the site is not suitable’ for hos 
Hutter 


instances the 


course, 


pital purposes Ot 
acknowledged, “in many 
site is a gift to the hospital association 
church order or government body that 
is going to build, and nothing could 
But 


t isn’t true, and lots 


have been done about it anyway 
in other cases tha 
of unnecessary expense and delay can 
be saved by consulting an experienced 
ibour the site 


structure, slope, drainage 


irchitect or consultant 
Subsoil 
wy other features 


water supply, and ma 
of a proposed site must all be studied 
relation to the building 
that is to be built there, Hutter ex 


plained 


carefully in 


Then all these considerations 


must be matched with the suitability 


of the location from the standpoint of 


its accessibility to staff, patients and 


personnel. “These things may sound 





Temporary passage connecting hospital, laundry 


and nurses’ home during a hospital building project. 
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GEORGE F. HUTTER 


obvious and elementary,” he said, “but 
you'd be surprised at the number of 
hospitals we have to build in poor lo 
cations only because someone thought 
the view would be beautiful! 

Above all, Hutter warned, hospital 
groups should be sure that the site is 
ample to permit future expansion. To 
morrow’'s needs are always going to be 
eventually 


than today’s, and 





preater \ 
most hospitals must be enlarged, he 
No problem is tougher 


than the addition that must be planned 


has found out 


ind built within the limitations im 
Here, 


may be in 


posed by an inadequate site 


igain, lasting expense 


volved; the plan that has to meet 


severe site obstacles is rarely the plan 


that is Most economical to operate 


BEFORE: This maze of eyes was a corridor in St. 
e plaster had been applied. 


Francis Hospital before t 
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Adequate allowance for later expan- 
sion should be one of the fundamental 
considerations at every step in hospital 
planning, according to Hutter, who has 
built many hospitals that started small 
and finished big. For example, if you 
plan space for two boilers when one 
is enough today, or for three when you 
need only two, it will be a long time 
before you need to build a new power 
plant. The same principle can be ap- 
plied to advantage in planning the 
kitchen, laundry, storage space, and 
other service facilities, Hutter believes 

We build new power plants and laun- 
dries for hospitals right along,” he said, 
stating a fact that gives the point con- 
siderable emphasis. 

Obviously, the entire hospital plan 
should also contemplate possible later 
expansion. All too frequently, for ex- 
ample, stairways are located at the end 
of a corridor and must be removed if 
is extended to add pa- 
Not only is this a ‘waste 
means 


the corridor 
tients’ rooms 
of time and materials, but it 
that the stairs must go back in some 
place else—often as not at a consider- 
able sacrifice of convenience and econ- 
omy. 

In line with his “live the job 
losophy, Hutter agrees with the recently 


that everyone who 


phi- 


expressed view 
plans hospitals should put on an or- 
derly’s uniform and work on a hospital 
floor for a few weeks. He has never 
actually done this himself, but the hun- 
dreds of hours he has spent walking 
the corridors of his hospitals add up to 
the same thing. As a result, his 
hospitals feature many little devices 
that save steps or add exra comfort for 


patients. Built-in cabinets for particu- 
lar uses are a Hutter specialty, for 
example. It isn’t always possible or 
desirable to standardize this kind of 
facility, Hutter explained; the doctors 
and nurses or Sisters in one hospital 
may like to do things a little differ- 
ently from those in another. One such 
device that everybody likes, however, 
is a built-in bedpan warmer which he 
worked out with an administrator for 
whom he has built several hospitals 
This is a single coil of hot water pipe 
that runs through a compartment in 
the lower part of a locker in the pa- 
tient’s room, connected to the domestic 
hot water supply. The coil is shaped 
to hold a bedpan and keep it at body 
temperature—saving the time it takes 
to warm it for each individual use and 
insuring the patient against the dis- 
comfort that results when chill metal 
meets warm flesh 

The fact that he has been called back 
time after time to build hospitals for 
the same Catholic orders demonstrates 
that these and other features are stand- 
ing the test of time and use. Happily, 
most breadth 
of experience Hutter brings to their 
jobs. Ideally, the architect and a build- 
ing consultant should work together as a 
team, Hutter believes, starting with the 
beginning stages of planning. In addi- 
tion to the aid he may furnish in site 


architects welcome the 


selection, there are some ways in which 
the building consultant may be able 
to help even the most experienced 
architect. As an example, Hutter 
pointed out that it is his job to be 
familiar with up-to-date market condi- 


tions in all types of building materials 





AFTER: Plaster and tile make such a difference in 
the appearance of the same corridor (maternity). 
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An archi 
tect’s plan might call for a certain 
kind of tile to be delivered on a job 
in Butte, Montana, for an installation 


in all parts of the country 


that's scheduled to begin in March, 
let's say,” he explained, “and | 
know that we're going to have trouble 
time. If the 


may 


getting it there at that 
architect and I are working together 
closely in the planning stage, I can 
pass this kind of information over to 
him as we go along. Otherwise, it’s 
likely to pop up as one of those nasty 
substitution’ problems after the job 
is started or well under way 

The very 
matter of fact, is abhorred by 
The 


associated 


substitute, as a 
Hutter 
word 1s 


word 


and other contractors 
with 
tew 


almost universally 


something inferior,’ he said a 
months ago in a talk on building ma- 
terial problems. “Actually, whenever 
there is a choice of more than one ma- 
terial, the selection of one is no reflec- 
the other.” He 


stress the importance of early and con- 


tion on went on to 
tin 1ed cooperation among owner, ar 
and builder. “The 
does more than mix and pour concrete 
lay brick, cut lumber,” he 
elaborating on a_ favorite 
assembler of 


chitect contractor 


and nail 
declared, 
theme He is also the 
many premanufactured items, and all 
too frequently it is the premanufac- 
tured items that retard progress and 


delay completion of the job. Often, 
the contractor is in a position to rec 
ommend or suggest the use of ma 


terials that he knows are in plentiful 
supply 

If he is a partner with the architect 
on the one hand, the contractor is also 
partners with the building material 
processor on the 


The builder 


manufacturer or 


other, as Hutter sees it 
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Left: The bedpan warmer in- 
stalled in the bottom compart- 
ment of a locker is a popular 
item. Right: Rear stair tower, 
St. John's Hospital, Tulsa, Okla. 


needs the manufacturer and the manu- 
he said 
on the talk. 
Each has his duties and responsibili- 
ties. The builder must determine and 
order his materials in time to permit 
the manufacturer to fit them into his 


facturer needs the builder,” 


occasion of his recent 


schedule; he must give accurate infor- 
mation and details, and promptly check 
and return all shop drawings, if they 
are necessary. To ease the warehousing 
problem for the manufacturer, the con- 
tractor should be prepared to accept 
delivery of cement and premanufac 
tured items, such as millwork, metal 
cabinetry, and hardware, as soon as 
the manufacturer is ready to ship 

The manufacturer's responsibility, 
on the other hand, is to make delivery 
on schedule and to trace and expedite 
shipments after they are made to elim 
inate or reduce to a minimum any de 
lays in transit. If a harmonious rela 
tionship can be maintained between 
the two, it follows that inestimable 
benefits will accrue to the owners of 
buildings in process of erection 

With hospitals going up simultane 
ously in several different parts of the 


country today, Hutter and his asso 
ciates, including his son, George 
Ir, who entered the business a 


few years ago following graduation 
from the University of Michigan, are 
busier than they have ever been before 
Under these circumstances, it is under 
standable that they look with favor on 
Public Law 725, through which some 
of their hospitals have been financed 
That it has thus been good for busi 
ness is not by any means the only 
reason the Hutters are favorably in- 
clined toward the law, however. The 
fact that it is getting hospitals built 
where hospitals are needed is its chief 
virtue, in their opinion, and they also 
see the regulations governing design 
and quality of materials as safeguards 
against poor building and consequent 


unnecessary maintenance and operat 
ing costs 

Easier financing, better planning 
and continued improvement in_ the 


applications of materials should give 
the nation more and better hospital 
years to come, Hutter is 


care in the 





Asked about the possible 
that will 


convinced 
advent of “miracle materials 
bring uses and economies unheard of 


As he 


views it, the miracle materials hospital 


today, he is frankly skeptical 


planners and builders should be con- 


cerned about are those that are here 
ulready 
There has been a spectacular pro- 


cession of improved materials and 


equipment for buildings of all kinds, 
he pointed out. “We have prefinished 


flooring, an endless variety of new, 


functional wall and ceiling materials, 
materials, 


and acoustical 


simplified hardware, improved plumb 


insulating 


ing and heating assembly design, ad 
hesives, better paint ingredients, doors 
ave new kinds of 
brick and 
products in modular 





ready to hang We 
We 


clay 


cement have other 
structural 
dimensions, permitting adaptability to 
a wide range of vertical or horizontal 
dimensions without wasteful cutting 
or wasting of the masonry units. We 
have glass block and double wipdow 
insulation. We have glazed structural 
tile that requires no further finishing 
as wall surface, and we have develop- 
ments in heating which assure the 
availability of systems of high operat- 
ing efficiency for any and every size 
of building 

Let's make the best possible use of 
and all 
terials that are at our disposal now, 
If we al] work together 


and live our jobs 


these the other miracle ma- 
he concluded 
the way we should, 
tomorrow's hospitals will be as much 


better than today’s as today’s are better 


than those we built fifty years ago.” 

Hutter looked around at some of 
the hospital pictures in his office 
Come to think of it,” he added, “even 


those weren't so bad 


The MODERN HOSPITAL 


~~ Suntlower County Hospi 
} 


al, Ruleville, Miss., was designed 


to serve a population of approximately 
35,000, 60 per cent of which is colored 
block is 


Per capita income is $750 


Segregation in the patients 
required 
There are ten practicing physicians in 
the county, most of whom reside in 
Ruleville 


The site encompasses about 10 acres 


population about 1500 


of flat ground near the junction of two 
main highways 

Patients’ rooms are all designed for 
private or semiprivate use, with a pos 
sible census of between eighteen and 
thirty beds. Colored patients will be 
assigned one end of the patients’ block, 
space being utilized in accord with 
demand 

Following is a breakdown of the 
various areas of the hospital 
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ARCHITECT'S MODEL, NORTH SUNFLOWER COUNTY HOSPITAL, RULEVILLE, MISS. 


The SMALL HOSPITAL OF THE FUTURE 


turns up today in Mississippi 


ALFRED L. AYDELOTT 


Dent and Aydelot+ 
Robert Moor 
Architects 
Memphis, Tenn. 


ADMINISTRATIVE DEPARTMENT: 
This unit includes main lobby with 
two waiting rooms and four public 
toilets; a business office with space for 
director of nurses (also administrator ) 
room; staff lounge with 


and record 


toilet 


ADJUNCT FACILITIES: 

A laboratory and adjoining radio- 
graphic complete with toilet, 
larkroom and dressing space will be 
in charge of a technician, with office 


suite 


space in the laboratory 


NURSING DEPARTMENT: 

Consists of one unit of eighteen to 
thirty beds, including one isolation 
suite, with two each of utility, bath, 
toilet, janitor and bedpan facilities 


NURSERY: 

This area contains two nurseries of 
six bassinets (white infants) and four 
bassinets (colored infants). Formulas 


are prepared in the kitchen 


HOUSEKEEPING: 
This department includes laundry, 
linen repairs, linen issue and storage 


SURGICAL AND OBSTETRICAL: 

These two departments are grouped 
around the central sterilizing work- 
room but with complete separation 
from each other. One room each for 
major surgery, minor surgery, delivery, 
labor, nurses’ and doctors’ lockers. Each 
department to have scrubup facilities, 
and 


rooms, closet 


Delivery to have sub 


clean up 
supply closet 
sterilizer. Minor surgery room at am 
bulance entrance 


janitors 
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STORAGE DEPARTMENT: 


Central storeroom in service wing 
DIETARY DEPARTMENT: 
Includes main kitchen, day store 


formula and diet facilities, dish 


room 










iL 


Din 


washing room, and refrigeration 


ing space for the staft 


MECHANICAL FACILITIES: 


Boiler and pump room sufficient to 


include hot water storage, maintenance 
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shop, toilet and emergency lighting 


equipment. Fuel is natural gas 
EMPLOYES’ FACILITIES: 


Locker room with toilet and shower 


for both male and female employes 


NORTH SUNFLOWER COUNTY HOSPITAL 
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VETERANS’ HOSPITAL 


combines functional efficiency with esthetic appeal 


MODERN hospital for veterans 

is now being constructed in New 
irk, N.J., providing 1000 beds for 
the veterans of that state and will 
incorporate in its modern structure the 
latest facilities and equipment that are 
known in the science of medical treat- 
ment. Also under construction on this 
35 acre site are separate service build- 
ings for power plant, garage, laundry 
and mechanical shops. These structures 
will cost about $17,000,000. Contracts 


ire still to be let for a doctors’ resi 


residence, 


lence, nurses attendants 
residence, staff house, afd complete 
development of the site, all of which 


will cost approximately $1,000,000 


NEED FOR HOSPITAL 
An idea of the potential hospital 
New 


from the following facts 


load in Jersey can be gathered 
Six hundred applications for hospi- 
filed 


office of the 


monthly at the 
Vet 


150 


talization are 
Newark 
Administration, of 


regional 


erans which 


ire considered legally and medically 


eligible for admittance to a Veterans 


Administration general medical and 


surgical facility 


Sixty-nine thousand veterans 1n New 


Jersey have service-connected disabili 


ties 


Congress has also specified to the 


Veterans Administration that veterans 


with nonservice-connected disabilities 
may be hospitalized when a suitable 
bed is available and the veteran is un 
ible to defray expenses. There are 





VALDEMAR H. PAULSEN 
Ziegler, Childs and Paulsen, Architects and Engineers, Jersey City, N.J. 


approximately 600,000 veterans in 
New Jersey with no service-connected 
disability. 

During the fiscal year ending June 
30, 1948, the following number of 
veterans were examined and treated 
in the state of New Jersey as medical 
and surgical patients on both a staff 
ind fee basis 
veterans re- 
group 


Eighty-five thousand 


ceived treatments and to this 
57,000 treatments were given. 

Sixty-eight thousand veterans were 
examined for pension and other pur- 
poses and to this group 132,000 ex- 
aminations were given 

Twenty-five thousand dental exami- 
nations were performed and 25,000 
dental treatments were given 

Lyons is the only Veterans Adminis 
tration hospital now existing in New 
Jersey and provides treatment in psy- 
chiatry. Owing to the lack of adequate 
facilities within the state, many New 
Jersey veterans are hospitalized in Vet 
erans Administration hospitals in New 
York, Pennsylvania and Delaware 


THE PROGRAM 
This hospital group, whose construc- 
tion is under the direction of Col 
W. W. Wanamaker, District Engineer, 
New York District, Corps of Engi- 


neers, U.S unit of the 


Army, 1s a 


Veterans Administration nationwide 
hospital building program, the largest 
comprehensive — hospital 


The re 


and most 
building program in history 
quirements for this vast program were 
prepared by the Veterans Administra 
tion and the responsibility for co 
ordinating this gigantic task was as 
signed to the Corps of Engineers, 
Department of the Army 

This program 
that in the design and planning of a 
veterans’ hospital consideration must 
be given to the fact that the operation 
and function, both professional and 


cautioned architects 


administrative, differ greatly from ci- 
vilian hospitals for the following rea 
sons 

1. Average length of veterans’ hos- 
pitalization is considerably greater than 
in acute civilian hospitals 

2. Fifty per 
imbulatory 

3. Because of 


cent of patients are 


pension status ot 
most patients admitted, special facili 
ties must be provided for conducting 
physical examinations, preparation of 
reports, and transmittal of pertinent 
data to adjudicating agencies 

i. Space for additional agencies and 
service offices is required. 

5. Only 2 per cent of patients will 
be female, and no obstetrical cases will 


be admitted 
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Require { bed capacity will ce m prise 
the following 
l/ntt Be i 
Standard nursing units of 
{0 beds O80 
Neurological units 80 
Neurosis units 80 
Psychiatric units 0 
Psychiatric isulation [ i t 
Women's unit l 0 
] 0) 


Isolation unit 
THE SOLUTION 
l General Scher 


In the early schematic stages of plan 





ning it was decided to use the simple 
H form of building. This form was 
selected after a careful study of the 


functional layout of a typical forty 


bed nursing unit and of forms best 
adapted to house the numerous other 
hospital facilities. This H form per 
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mitted a grouping of each distinct 
tunctional service in a cul-de-sac which 


would be free of cross traffic 





The level east portion of the site 
was selected for location of utility 
buildings and service ré and the 
center portion of the site, also level 


was selected for passive recreation of 


the patients. The western portion has 
a sharp rise in elevation from the sur 
rounding areas and bordering streets 


ind was selected for location of the 


main hospital building and a private 
lea 


road ling to main public and pa 


tients entrance and parking areas. The 


building will rise thirteen stories in 
the west or front wing and sixteen 
stories in the east or rear wing and 





will be located 250 feet back from the 


front property line. The east and west 


wings will be 370 feet long and the 
cross wing, 370 feet deep 


All the nursing units are housed in 
All th g units are housed ir 
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the upper floors of the east and west 
wings. The cross wing houses all pub 
lic and staff elevators and dumbwaiters 
and all 


units, such as serving kitchens, general 


general services for nursing 


visitors 


othces, conterence rooms, 
rooms. All general horizontal travel 
oa each patient floor is restricted to 


this cross wing and travel in the pa 
tients cast and west Wing 1S restricted 
to that which is directly involved with 


patients care 


In adjusting to the topography of 
i 


the ground, three separate grade en- 


different floor levels 


lesirable 


rances on three 


were provided, resulting in 


a ¢ 


segregation of traffic; the main public 
entrance is on the front or west side 
of the first floor; the outpatient and 
emergency entrance, on the north side 
of the floor below, and the service 
entrance, on the east side two floors 
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The MODERN HOSPITAL 
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VETERANS ADMINISTRATION HOSPITAL 
NEWARK NEW JERSEY 


Nursing Unit 

Six hundred and ninety-two general 
medical and surgical patients and 
j 


neuropsychiatric located 


on the second and fourth to thirteenth 


patients are 
floors, inclusive 

Each standard 
beds has been so planned as to reduce 


nursing unit of forty 


to a Minimum the distance to be trav- 
ersed to the farthest patient's bed from 
the nurses’ station and patients nurs 
ing facilities, and also to provide visual 
observation and control of all patients’ 
corridors. In this day of doctor and 
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nurse shortage such a 
is mandatory 
In order to accomplish this, the 
nurses’ station has been placed at the 
hub or intersection of three corridors, 
one corridor end housing four and 
sixteen bed wards, the second corridor 
end housing single bed rooms, and the 
third corridor housing treatment 


examination rooms, doctors’ office, visi 


and 
tors’ waiting room, and so forth 


Neuropsychiatric Service 
This service is located on the 


top 


planning feature 


four floors of the hospital, thereby pro- 
viding a degree of privacy, and con- 


tains a neurological and a neurosis 


unit of eighty beds each and a psy- 
chiatric unit of sixty beds for the quiet 
and forty-five beds for the dis 
Recent developments 
in the care of this type of patient have 
affected the planning of 


section 


turbed section. 


materially 
these units. 

Most of these patients are ambula 
tory and the daytime activity areas are 
distinctly separated from the sleeping 
section. The nurses’ station affords a 
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lirect view of large airy dayroom 


which in turn opens directly onto 


protected sun deck and also affords 


control of the the 


bed areas 


corridor iding to 


\ hydrotherapy department is cen 


located on the floor as the 


1 


rally same 


patients, with direct access 
provided for these patients and 
for all 


been 


a sep 


irate entrance other 


This 


vided with many other special features 


provided 


patients service has pro 


such as additional offices for consulta 


tion and interview of patients by psy 


chiatrists and psycholog ists shock 


treatment rooms; a well shielded elec 
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FLOOR PLAN 


roencephalographic unit; small seclu 


sion and isolation sections; visitors 


] 


rooms, and dining rooms for 


tients unit 


On the 


ire all 


hemes floors of the 


spital 


general medical, surgical and 


idministration functional services, such 


is x-ray, surgical, dental, laboratories 


occupational and physical therapy 


emergency and admitting departments 
and food service, staff dining 


and 


storage 
room 
Here 


ind religious facilities and a 


dining rooms 


patients 
also, are recreational, educational 


post once 


ind canteen 


ao fe ctiee 


FEMALE 


counsel 
_d 


VETERANS ADMINISTRALION HOSPITAL 
NE WARK NEW JERSEY 
cHiLos mO PAULSEN 
Ts ENGINEERS 
CITY, wEWw JERSEY 


Str, re 
The 


with a 


hospit il will be torally fireproof 


structural steel frame and con 


crete floors and masonry partitions 


The will be modern 
in character with plain wall surfaces 


exterior design 


iccenting a vertical treatment. Ex 


terior walls ll be constructed of a 


block bac king 


limestone 


light colore 
ind with on 
lower stories 
Per 
Approximat 100 employes will 
this hospital Op 
erating personnel will possibly include 


torr. 


be requi 


three full-time eleven 


physicians 


The MODERN HOSPITAL 
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dentists, 161 nurses, 307 attendants 


ind a part-time medical staff 


Mechanica 


Four passenger elevators are pro 
vided for public use, four for patients 
ind staff, and two for service. These 
are all standard sized cars with a speed 
of 700 feet per minute. Two electric 


dumbwaiters carry special diets and 
two carry medical supplies 

The entire project will be heated by 
steam from the central power plant 


Convector radiators will be used except 


for the operating and psychiatric sec 
tions where panel heat will be pro 


V ided 
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The operating, x-ray and laboratory 


and ten allergy rooms will be 


suites 
air conditioned 
A pneumatic tube system 


the medical record room with all nurs- 


<onnects 


ing stations, treatment sections, and 
record offices 

A four-channel radio system is pro- 
vided with outlets at each patient's bed 
This system is equipped with plugged- 
n listening devices and selector and 
is connected with a broadcasting studio 
which is located in the hospital build- 
ing 

Other systems installed are 
paging, nurses’ call, special alarm for 


neuropsychiatric nursing units, telecart 


doctors 


fEet mies iii] 
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system for bedridde1 patients, and suc- 
tion and compressed air 


CONCLUSION 
While solving the many problems 
interpreting and incor- 


general and special 


involved in 
porating all the 
requirements of the criteria, emphasis 
was placed on the development of a 
truly contemporary hospital plan hav- 
ing utmost functional efhciency and 
also on the importance of an exterior 
mass having esthetic appeal 

Important factors affecting planning 
were consideration of economy of con 
struction, durability of materials, and 
ease of maintenance and operation 
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the care of the mentally ill 


Creighton Memorial 
il, Omaha, Neb hospital 


tions for 


psychiatri 


various stages of mental illness 





P. SYCHIATRIC UNIT is a credit to the community 


FRANK LATENSER 


John Latenser and Sons, Architects-Engineers, Omaha 


j 


ODERN medical practice, as well Ground was broken on Sept. | 


moral and religious obliga 1948, for the new addition, which has 


been planned to satisfy an urgent re 


will receive full recognition in the gional need for a modern treatment 


new edifice which is being hospital for private neurotic and psy 
is a specialized init of the chotic patients It is to be operated is 
| St. Joseph’s Hos- an attached department of the general 





and is designed for treatment 


known as “Our Lady of Vic of patients rather than for long-time 


tory Pavilion” of the present 460 bed custodial care 


general hospital, the new structure will The Poor Sisters of St. Francis, 
provide 136 additional beds, including Seraph of the Perpetual Adoration, who 


in open floor of thirty beds for general own and con duct the institution, are 
medical patients and neurasthenics, and pioneers in the field of specialized de 
106 which will provide accommoda-  partmental treatment for the mentally 


the scientific treatment of ll, having successfully operated a psy 


c cases. Included also will be chiatric division of thirty beds in con 


twelve beds for alcoholic patients and nection with St Joseph's since 1923 


of types of facilities for the This advanced psychiatric unit has 


long since outgrown its present quar 


Neb 


ters in medical practice and_ size 
Plans for the development of a new 
building for the psychiatric depart 
ment of St. Joseph's Hospital were 
inaugurated early in 1944 after many 
conferences between Sister M. Crescen 
tia, OS.F., R.N., and the Sisters with 
the medical staff and lay advisory 
board. The building plans reflect 
twenty-five years of experience in the 
care of psychiatric patients as well as 
the results of four years of intensive 
study, travel and research by the Sisters 
the medical and operating staffs, and 
the architects 

The new unit will include forty-four 
private rooms, of which thirty-four 
will have private baths; eighty-two 
semiprivate and ten seclusion rooms 


the psychiatric beds 
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ete 


A 


will be a special floor with accommoda- 
tions for the care and treatment of 
twenty-four religious patients 

A complete outpatient clinic, which 
is to be a special feature of the new 
structure, will be the largest and, in 
fact, one of the very few in the Mid- 
west which will be devoted exclusively 
to psychiatric treatment 

Distribution of beds is shown by 
the accompanying table. 

Not included in the listing are 
thirty-two treatment beds in the in- 
sulin shock department and approxi 
mately twenty beds for electric shock 
and other procedures scattered through 
the treatment rooms in the various 
divisions. Treatment areas on all floors 
are flexible for the inclusion of new 
developments in treatment technics 

The present hospital grounds con 
tain 1314 acres. The new unit will be 
located at the east of the general hos 
pital buildings. Two open courts, 145 
feet wide, will separate the main pa- 
tient wings of the new unit from the 
general hospital. This places the new 
unit in the center of a beautiful wood- 
ed tract overlooking the Missouri 
River valley. 

Separately enclosed male and female 
outdoor recreation areas will be pro 
vided for the psychiatric patients in 
this pleasant environment 

The new wing will have a cross- 
shaped plan with over-all dimensions 
of 261 by 214 feet. The main portion 
of the building will be six stories in 
height 

Because the site slopes downward to 
the east, one entire floor of the new 
unit will be below the ground floor of 
the present hospital. Although this 
lowest level is in reality a ground floor, 
it will be called the basement to avoid 
change of floor names in the existing 
building 

The principal entrance to the new 
unit will be through the main portal 
and foyer of the present hospital, 
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Above: Site plan showing how new pavilion fits in with hospital scheme. 
Opposite page: Architect's rendering of Our Lady of Victory Pavilion. 


thence through a two-story enclosed 
ambulatory. The first floor will be for 
the use of patients and visitors; the 
ground floor, for the use of the dietary 
and service departments. There will be 
separate ambulance and doctors’ en- 
trances to the new wing 


FIRST FLOOR (OPEN) 


Immediately at the east end of the 
connecting ambulatory is the admin- 
istrative suite. Included are a public 
lobby and office, also a private office 
and sleeping room for the Sister super- 
intendent. Adjoining the public lobby 
is a private waiting room which opens 
into an interview room and the psy- 
chiatrist’s office. Located for easy ac- 
cess are the nurse supervisor's office 
and the doctors’ lounge 

The first floor will be a thirty-bed 


hospital unit, with the additional pro 
vision of a hydrotherapy department. 
The hydrotherapeutic equipment is ar 
ranged to serve patients from the gen- 
eral hospital as well as “in” and “out” 
patients of the psychiatric wing. There 
are large solariums at either end of the 
unit. 

This floor is arranged with a 
nurses’ station centrally located so that 
the north half of the floor can be used 
for male patients and the south half for 
female patients, with the usual service 
rooms in each section. Between the 
two sections and near the nurses’ sta- 
tion is a dining room for ambulant 
patients. Long experience at St. Jo- 
seph’s in the operation of a psychiatric 
unit in general hospital led to the 
decision to include this open floor in 
the new psychiatric wing 


BED DISTRIBUTION OF OUR LADY OF VICTORY PAVILION 











MALE BEDS FEMALE BEDS 
In In In In In In 
Private 2 Bed Seclusion Private 2 Bed Seclusion 
TYPE LOCATION Room Room Room Room Room Room TOTAL 
Alcoholic Ground Floor. . . 4 6 2 12 
Outpatient. . . Ground Floor.......... F oe 
Isolation. . . «+e Ground Floor.... a 1 : 1 2 
ee nae I 6 ck wcncenas 4 14 4 8 30 
Convalescent.... Second Floor........ 4 10 ai 9 10 j 33 
Disturbed...... Third Floor..... 2 10 3 9 8 3 35 
eee Fourth Floor....... 4 8 1 4 6 1 24 
MMR Ebcstccessadvces 18 49 6 26 33 4 136 





Vol. 72, No. 3, March 1949 


63 












































1c m+ eee ey 





a at A 
eaten | f 


Plans on these two pages show the layout of the pavilion. 


KEY TO ABBREVIATIONS 


Dr. Rm.—Dressing room 


Ster.—Fumigator-sterilizer S.P.—Semiprivate or two-bed room 


iLav.—Lavatory room Util_—Treatment utilities 
M.—Maid's or janitor's closet 


M.C.—Medicine closet 
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SECOND FLOOR (CONVALESCENT) 


The second floor is planned to house 
sixteen male and twenty-one female 
convalescent patients 

The general arrangement of this 
floor is such that both male and female 
convalescent patients of the same type 
and treatment group, but separated as 
to sex, are confined on one floor and 
are served by a common nurses’ sta 
tion, treatment rooms, and dietary 
service 

The nurses’ station will function as 
the control center for the entire floor 
and all patients’ corridors are under 
visual control from the nurses’ desks 

The nurses’ station is also adjacent 
to the “open area” on the floor. Within 
this “open area” are the passenger 
elevator, service elevator, and the pub 
lic stairway. A visitor arriving on the 


floor is immediately under visual con 





trol of the nurses’ station and can be 





admitted directly to either the male 
or temale section 


Located between the male and the 


female sections is the floor pantry 
which is immediately accessible from 
the “open area.” On either side of the 
floor pantry are the male and female 
dining rooms. With this arrangement, 
it is possible to serve both the men 
and women patients trom one floor 
kitchen with tray or cafeteria service. 
Bulk food will be brought to the floor 
in electric food carts. Dishes and trays 
will be washed on the floor with me- 
chanical dishwashers. The pantry and 
dining room arrangement will allow 


intermingling of the male and female 


ve if desired 





patients at mealtin 

The nurses’ station is immediately 
wailable to the treatment department 
on the floor. This treatment area 1s 
located berween the male and female 
sections and is accessible from either 


1d¢ Ir is believed thi 


t this single 


reatment unit serving both the men 
ind women will function satisfactorily 
if proper study is given to the tuming 


of the treatments 


uctients OF similar type re 
Hos supervisor and one 
im 

rrent medical records for 


es of patients are available 


1 
All patients corridors on the 


floor are under visual control from one 


+. Nurses’ protection alarm system 


ecords at a central point from which 
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assistance can quickly be sent to any 
location on the floor 

5. Original construction cost is less. 

6. Administrative, nursing and op- 
eration Costs will be considerably less 
than under the usual plan of having 
separate nurses Stations, treatment 
rooms, and dietary service for the male 
and female departments 

It is planned that all insulin treat- 
ment will be given in the basement in 
a specially designed department, de 
scribed later in detail. Electric shock 
for “in” patients will be given in the 
treatment room on the patients own 
floor. It would, therefore, be possible 
under the plan to use the entire treat 
ment department at certain hours for 
female patients and at other hours for 
male patients, or to use the Continuous 
How tub room for male patients while 
the treatment and recovery sections 
were being used by the female pa 
tients, or vice versa. The treatment 
wing is complete as a functioning unit, 
having a service station with ice bin 
utility sinks, blanket warmer, and sep 
arate rooms containing shower and 
toilet. Both the male and female sec 
tions have private stairs to the outdoor 
yard and garden, as well as to the insu 
lin shock treatment and occupational 
therapy departments in the basement 

The female section contains a beauty 
parlor and a personal laundry; the male 
side, a barber shop. Bath facilities are 
so arranged that patients can take, or 
can be given, a shower or a tub bath 
and have their clean clothes imme 
diately available from the patients 
clothes locker room The clothes room 
is also accessible from the corridor to 
permit an attended patient to go to his 
locker 


THIRD FLOOR (DISTURBED) 


The general arrangement of the 
third floor regarding nurses’ station, 
treatment rooms, and dietary service is 
similar to the second floor. In addition, 
each section has seclusion rooms with 
the 


\ private connecting corridor t 
treatment department. By this arrange- 
ment a patient ffom seclusion is not 
seen by the other patients on the floor 
while being taken to treatment or to 
toilet or bath, as each group of seclu 
sion rooms has its separate toilet and 
shower room for patients in this divi 
sion. All of the seclusion rooms will 


be provided with air conditioning 


FOURTH FLOOR (RELIGIOUS) 


The general plan arrangement ts 
similar to that of the second floor 
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There will be a library and small day 
room in the male section and an out- 
door screened porch in both sections 

The chapel, with a capacity of sixty 
persons, is located on this floor. It will 
have a sacristy with confessional and 
a conference room for the chaplain 

In the service area there will be two 
treatment rooms and two seclusion 
rooms which may be used for either 
male or female patients. 


GROUND FLOOR (ALCOHOLICS AND 
OUTPATIENT DEPARTMENTS) 


The ground floor is level with and 
connected to the ground floor of the 
present hospital. The alcoholic depart- 


ment, located on this floor, will have 
two seclusion rooms. The treatment 
area Contains two continuous flow tubs 
and other equipment 

The outpatient clinic, also located 
on this floor, is planned for outpatients’ 
electric shock treatment and recovery, 
as well as other treatments. Within the 
clinic area are a lecture room, rooms 
for basal metabolism, electrocardio 
graph, electroencephalograph and con 
sultation, examining and waiting rooms 
There is provision for secret obser 
vation of patients during examination 

Also on this floor in the wing nearest 
to the general hospital will be the 
locker and dressing rooms for the male 
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employes, orderlies, nonresident nurses, 
and female employes. There will be an 
isolation unit CONMSIStINg of two rooms 
with private isolation corridor, nurses 
room, and sub-utility room. This unit 
is adjacent to and connected with the 
receiving room, which will be used for 
patients admitted under enforced ad 
mission, the ambulance entrance open 


ing directly into this room. Adjoining 


is the admission toilet and bath. A 
private stairway leads directly to the 
New Wing” administrative office that 


is located on the floor immediately 
above 

The arrival of the ambulance can be 
seen by the admissions clerk in the ad 
ministrative office. The private stairway 


opening into the receiving room will 


be used in the disposition of infected 
or vermin infested clothing as it 
j 


leads also to the disinfecting room and 


the incinerator on the floor below, and 


can be used by the isolation nurse in 


disposing of isolation waste 


BASEMENT FLOOR 


basement floor will house two 


The 
insulin treatment and recovery depart 
ments, one for male and one for female 


patients. Each insulin treatment unit 
includes a nurses workroom with visual 


control of large wards. There are toilet 


and bath facilities for the patients fol 
Cubicles are 


lowing the treatment 


provided in each treatment room for 
difficult recoveries. Meals may be served 
following treatment from the service 
kitchen on this floor. Separate occupa 
tional therapy departments are pro 


male and female patients 


vided for 


with arrangements for mixed use if 
desired 

The disinfecting room will contain 
a mattress and clothing disinfector 


sterilizer with arrangement for clean 


n this area will 
Disposal of 


nhoors 


ind dirty sides. Also 
be a gas-fired incinerator 
each of the upper 


witl im a lisposal ck set 


waste from 


will be made 


opening from the corridor. Unlocking 


closet door, the maid enters the 








ne 


can insert and shake 


t dust Mop into a dust chute 


closet where she 
or open 


a small door and deposit trash whicl 


falls into the enclosed trash room ad 


jacent to the basement incinerator. The 
raked over for val 


uables before being burned 


trash will then be 


Storage space is provided on this 
Hoor and a distribution center for the 
mechanical equipment will be located 
in the south end of the building where 


ic will connect by walk-throug! 


tunnel with the existing boiler house 
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The gym-auditorium is planned as 
an all-purpose room. It will be used 
as a recreation room for patients and 
nurses. It will be equipped for basket 
ball and other indoor games and will 
have folding bleachers seating 480 
When set up for a meeting or enter 
850. The audi 


to store 


tainmenr, it will seat 
torium will have provision 
folding chairs on chair trucks under 


the stage apron. Ceiling height is 18 


feet 6 inches clear, under the 36 inch 


beams. A glass enclosed balcony is 
provided for thirty patients, furnishing 
privacy for patients when desired 

The stage, 24 by 30 feet in size, will 
be equipped with appropriate scenery 
and settings 

It is planned to have the annual staff 
banquets, which have reached an at- 


tendance figure of 200, and the annual 


employes’ Christmas party for 400 in 
this room. The floor kitchen is equipped 
to serve these large groups. The gym 
auditorium will also be available for 


medical meetings and public gather 


ings in the interest of mental health 
will pro 


A modern room 


vide facilities for motion picture shows 


pr yection 


ind other exhibitions 


GENERAL ITEMS 


The building will be of reinforced 


concrete construction with masonry 


curtain walls. The general finish of the 


building will include terrazzo floors 


ind wall bases ICOUSTIC tile in areas 


where necessary, and a practical place 


ment of tile wainscots in service rooms 


ind toilets 
Generally, all patients’ bedrooms will 
with the floor 


have a small wardrobe 


raised 6 inches to facilitate cleaning 
As part of this unit, there will be 


small built-in table, which will take 


the place of a movable table within the 
room and will provide a writing desk 
or space on which the patients can p 


their personal belongings or keepsakes 


Ir also is sized to take a food tray 
The entire building will be heated 


ugh Cast 


with circulated hot water thre 


iron radiators on brackets, permitting 


easy Cleaning under the radiators. All 
radiators in the alcoholic department 

third and fourth floors 
grilles, and no 
any kind will be exposed in 


A study of the plan will 


ind on second 


will have protection 


pipes of 
patient areas 
show numerous pipe shafts which are 
| 


large 


enough to permit a plumber t 
make repairs or replacements 
Particular study has been given t 


eliminate suicide features. As a ne 


suicide protection, the toilet stalls have 





been designed without cross rails. The 
ceilings over the toilets stalls have been 
lowered and the doors are supported 
on the resulting short partition. There 
will be no toilet stall doors in the dis 
turbed sections. All toilet bowls will 
be wall hung, with concealed mecha 
nism. All exposed screws will be prison 
head type 

The doors to all patients’ rooms will 
While the objec 


swing into the room 
method 


made to 
barricades the door, 


tion has been this 
that the 


this objection is overcome by the in 


patient 


troduction of glass vision panels in all 
doors on the second, third and fourth 
These vision panels are inset 


floors 
in steel sash and are from 


removable 
the corridor side in the event the pa 
tient barricades the door. It is believed 
that the danger of persons in the cor 
ridors being struck by outswinging 


doors is a hazard to be avoided 


PROTECTION FOR NURSES 


The first floor, which is the open 
hospital floor, will have a standard 
nurses’ call system. All other nurses 


interconnected with a 
This 


with 


stations will be 
nurses’ protection alarm system 
in turn will be cross-connected 
treatment and bath areas on the floor 
An intercommunicating automatic tele 


phone will be available in all nurses 
stations and other important locations 

Exterior windows will be steel with 
satety screens on all except in the se 
clusion rooms, where detention screens 


j 


will be isea 


The 


interest 


following figures may be of 


Square feet per be 
Cost per bed, $12,400 

Cost per square toor, $16.64 
Cost per cubic . 
These figures are for construction 


contracts and do not include furnish 


ings. and floor 


pantry equipment 


movable equipment 


The functional arrangement of the 


plan results in a beautiful and interest 


design as will be seen 


ing exterior 


from the accompanying drawing. Fin 


ished in brick, with stone trim and 


simple symbolic ornament, it is be 


viewed from any 


new building located in 
} 


j 


wooded 


lieved that when 


lirection, the 


the beautifully section of the 
, 
I grounds will be a credit to the 


Order of St 


hospita 
Francis and the commu 
nity which it serves, and when com 
pleted will provide humanized and 
treatment of the highest order 
for those in our Community who are 
suffering from a mental disease 
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WILLIAM A. RILEY 


Curtin and Riley 
Hospital Architects 
Boston 


CHARLES F. WILINSKY, M.D. 


Director 
Beth Israel Hospital 
Boston 


EXPANSION IS THE SOLUTION 


Paces RUCTION is__ proceeding 
rapidly on the new additions and 
alterations tor Beth Hospital 
With optimism regarding ma 


terial shortages and 


Israel 


Boston 
fluctuations of the 
building trades, it is expected that 
occupancy will be possible this sum 


mer. Careful study has been made in 


the selection of materials to produce 


the Maximum economy while presery 


ing the desired quality of construction 


and furnishings 


Beth Israel Hospital holds an impor 
1 ] 


tant place in Boston's teaching medical 


illied to the medical 


( losely 
Harvard 


center 
schools of University and 
Tufts College 

' 


able leadership in research 


it has established valu 
and hospital 
ettorts of 1ts di 
tinguished Dr. Charles | 
Wilinsky, and his associates. When the 


hospital board considered expansion it 


cure through the Ss 


director, 


was conscious of the necessity for pro 


viding the best possible type of hos 


pital plane and planned the construc 
disrupt the 


tion so that it would not 


essential functioning of the hospital 
during that period 


The 


estimated total cost of $5,500,000, in 


scope of the project, with its 


cludes the erection of the following 
new building, the Nathan Yamins Re 


search Laboratory; the addition of a 


new nine-story pavilion with facilities 


for approximately 200 beds; a new 


five-story Service an addition to 
the maintenance shop, and extensive 
The objective has been an 


hospital 


wing 


alterations 


integrated and functional 


plant. With the bed capacity almost 
} 


doubled, there resulted naturally a need 
1949 
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to overcrowding at Beth Israel 


for reorganization of departments, as 
many had to be expanded and related 
to the functions of the hospital as a 
Adjunct facilities and services 
future in 


whole 
have been designed for a 
crease in beds to 475 
New Patient Wing and 
Alterations 

The 
have been designed to harmonize with 


new buildings and additions 
the general character of the existing 
units. Reinforced concrete construction 
has been used with buff brick facing 
The addition to the existing main hos 
pital building will provide much need 


and 


ed extension of administrative 


patient facilities 





The pediatric department will oc 
cupy the first floor with more extensive 
facilities for the care and treatment of 
children. This department includes a 
total of thirty-two beds, a separate ad- 
mitting room, waiting room, consulta 
tion and treatment rooms, circumcision 
room, and isolation facilities. A play- 
room and a large outdoor play balcony 
are additional assets for recreation and 
recovery. The is cen- 
trally located for access to patients’ 


nurses’ station 
rooms and supervision of the play area 

The second floor of the new addition 
will be entirely allocated to administra- 
tion and is adjacent to the present main 
lobby and waiting room. Included in 
the new pavilion are a new trustees 














room, director's office, and additional 
offices for the staff and training school 
This permits expansion of admitting 
ind library and 


staff room, and record librarian’s oftice 


accounting spac ec, a 


in the existing building. The hospi 
tality shop, an innovation organized by 
sale of 


the ladies’ auxiliary for the 


gifts, will be adjacent to the main 
waiting room and elevator lobby. The 


director of dietetics will have her office 
on this floor, as 1S appropriate with her 
idministrative position. Supervision of 
her department is facilitated by the 
proximity of her office to the dietary 
irea and by an interdepartmental com 
municating system 

Additional medical and surgical beds 
will occupy the third, fourth and fifth 
i 


i aon PLATFORM 
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floors. There are seventeen private 


rooms on the third floor and twenty- 
five private rooms on each of the 
fourth and fifth floors, all of which can 
be converted to semiprivate rooms if 
treatment 


t becomes necessary. A 


room, solarium, flower room, nurses 


conference room and station are part 
of each nursing unit. On all floors a 
serving kitchen and nourishment pan- 
try are provided. The inclusion of the 
latter was considered desirable in order 


© separate the services of the dietary 
and nursing departments and thereby 
trafic with tray 


avoid confusion of 


setups at mealtime. Special nourish 
ments and crushed or cubed ice can be 
provided between meals and in the 


evening without having to keep the 





Below: The base- 
ment of the new 
P atient wing 

ouses lockers 
and restrooms for 
employes, and 
housekeeping 
and storage 
space. The new 
service building 
basement is oc- 
cupied by the 
pharmacy and by 
kosher and non- 
kosher food prep- 
aration rooms. 





large kitchen open. Utility rooms are 
adjacent to the dietary area, and this 
service core is conveniently located 
near the elevators 

Many features have been in- 


cluded in addition to those already 


new 
mentioned. Toilet facilities have been 
placed between two wards, as with 
private and semiprivate rooms, to 
eliminate the necessity of nurses carry- 
ing bedpans into the corridors. This 
nurses’ time 


will much of the 


Stretcher and wheel chair storage has 


save 


been provided on each floor. Every et- 
fort has been made to save the nurses’ 
time in performing utilitarian func- 
tions so that more nursing hours can 
be devoted to the patients’ care. 

An entirely new obstetrics depart 
ment will occupy the sixth, seventh and 
eighth floors of the new addition and 
provide essential facilities for the hos 
pital. The delivery department is lo- 
cated on the eighth floor, isolated from 
the rest of the hospital. It includes five 


delivery rooms, one of which ts for 
isolation delivery, and related scrub-up 
and sterilizing rooms, workrooms and 
Four 


lavatories between 


preparation room semiprivate 


labor with 


two and an observation desk with view 


rooms 


ing windows provide a new feature to 


aid proper supervision of maternity 


patients. Locker rooms for doctors, in 


terns and nurses are provided to ensure 


the maximum precautions against 
cross-infection. On the same floor are 
four four-bed wards, two general 
nurseries, and one suspect nursery. A 


formula room for the preparation and 
sterilization of formulas is provided, as 


are waiting, utility and kitchen facili 


ties similar to those on all patient 
floors 


The sixth floor will have provisions 


for eighteen private patients, nurseries, 


















in isolation suite, a special nurses 
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room, and a large solarium. The 
seventh floor includes sixteen semi- 


*3 private rooms, four general nurseries, 
ms a waiting room, and solarium. A doc- 
=? tors’ conference room and x-ray suite 
_ complete the facilities for the obstetrics 
e? department. New regulations for nurs- 
The second floor of the ge eries and other department standards 


new addition is entirely 5 
allocated to administra- 
tive space. The second 
floor of the existing build- 
ing is being altered to al- 
low for expansion of the 
accounting offices, admit- 

: ting space, library, staff 
room, and record library. 


have been included. A new feature is 
a mothers’ teaching room in which in- 
structions will be given to help them 
understand the problems of their new 
child. A need has been evident for 
some type of pre-home instruction as 








the mother is suddenly confronted with 
new responsibilities after having the 





N MAIN + PITA SECOND FLOOR PLAN 
MAIN BUILDING 


protection and sanitary standards of 


hospital care for several weeks 
alt= oF Restrooms and locker rooms for the 
7 nurses, secretaries and employes and 
the linen storage rooms are located in 


oe 
wr 


the basement. A small laundry is pro 
vided for the nurses’ personal use 


oT ee 
vA! game 


Surgical and Diagnostic 

The third floor of the existing main 
hospital building has been reorganized 
and provides with the facilities in the 
new wing a highly integrated relation 


3 
278 v1.20 


M 
4 
= = 


ship among the surgical, diagnostic and 
clinical laboratory departments. The 











new surgical suite will occupy the new 
service wing, and a surgical nursing 
unit will be located in the new pa- 
vilion. Adjacent rooms in the existing 


“7 x muce : building have been redesigned for en 





doscopic, CyStoscopic and orthopedic 





work. Conversion of the operating 



















The pediatric department 
will be located on the first 
floor of the new patient 
building, while the first 
floor of the new service 
building will contain the 
dietary department, in- 
cluding bakery, dietitians’ 
offices, and the dining 
room for the employes. 
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suite in the existing service wing to the 
new x-ray and diagnostic suite, and 
changing of the existing laboratories 
will complete the reorganization. These 
departments are modern in design and 
with the most ad 


This 


from frequent 


will be furnished 


vanced equipment arrangement 


of departments resultec 

consultations with the statt 
The operating deparcment, while an 

is so planned that 


tion is possible. In design 


integral unit isola 
it represents 
a new departure from traditional plans 
To avoid a lengthy corridor and elimi 











nate traffic, a second corridor was 
added. The operating rooms are air 
conditioned and artifically illuminated 
nd it was not necessary to place them 
on e exterior walls. Make-up and 
work rooms, instrument and anesthesia 


rooms are conveniently located to the 


perating irea 

The design of the scrubup and ster 
ilizing areas is more economical than 
s the traditional arrangement. Doctors 
re able to view the operating room 
without changing position, and better 
circulation in this area is possible 
There are eight major operating rooms 
two having observation space, and two 
minor operating rooms. An additional 





asset is a four-bed recovery ward 
t possible to have 

1 staff caring for post 

operative Cases \ patients waiting 

room and diet pantry are adjacent. A 


dictation room for recording 

procedures | 
lockers 

] ted 


oratory will be located in 


and results and su 
lounge ind frozen section lab 
wing 

The x-r 


grapl ic and 


rooms, drying rooms, treatment rooms 
ind waiting room. Control and obser 
vation rooms provide idequate super 
vision n othce, file rooms, conterence 


nd view!ng rooms are inci € 


New Service Wing 
The dietary department was rapidly 


becoming obsolete 


, , 
gram was being 1. Careful 
study was made to determine whether 


} 


¢ existing kitchen should be expand 


ed or moved to the new service wing 
Flow diagrams were prepared, and dis 
inces were studied. The new location 
proved to be the most economical and 
lesirable 


from all considerations. A 


umounted to well over a | 
This, mult 


times traveled ind the number of staft 


iplied by the number « 


results in a tremendous s: 


ploye hours. The physical restrictions 


of the site did not permit placing din 
ing rooms on the same level with the 
kitchen, but the resulting plan is eth 


cient and compact and highly inte 
grated in the horizontal and vertical 


circulation of the hospital unit 
The existing central tray service will 


be disbanded in 


view of the increased 
number of the patients’ and staff meals 
Bulk decentralized service will be in 
stalled with floor distributing and tray 
setup kitchens. The design of this de 
partment posed an unusual problem to 
the architect and to the kitchen con 
Both 


services are included, and considera 


sultant kosher and non-kosher 


rl 
duplication of equipment and serving 
In addition to the 


lures t© 


units Was necessary 
j ] 


esired flow of proce: avoid 


cross-trathc, two separate relationships 


had to be established. Modern equip 









i. 


used 


of stainless metal will be 


The bakery 


dining room and dietitians 


ment 
throughout employes 
othces are 
included on this floor 

Dining rooms for nurses, interns and 
staff are located on the second floor and 
are accessible from the main lobby 
The cafeteria is skillfully designed to 
serve the large dining rooms and the 
coftee shop. The latter is planned for 
the use of visitors and outpatients, and 


for the staff when the dining rooms are 


closed. Folding partitions permit sub 


} 


livision of part of the dining room 


area into smaller, private dining rooms 
Ottices for the supervising and operat- 
ing dietitians, a lounge, and the dietary 
library are located on this floor 
ire closely related 


director ot d 


These 
to the office of the 
ietetics in the administra 
lishwashing is lo 


tive wing. Central 


The third floor of the 
existing hospital has 
been redesigned to 
house endoscopic, cys- 
toscopic and orthope- 
dic workrooms. The op- 
erating suite which was 
formerly in the existing 
service wing has been 
converted into an x-ray 
and diagnostic suite. 


ag 
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N FERENCE 
+. 











The MODERN HOSPITAL 






cated on this floor and is connected 
with the kitchen and receiving area 
below 

The basement floor includes the 


meat preparation area for both kosher 
and non-kosher foods, garbage refrig 
erator with its own outside entrance 
the loading platform and receiving area 
ire located in the rear 


Central storage supplies, central 
sterilization and supply workrooms are 


loc ited 


here with a private stairway 
connecting them to storage in the sub 
basement. The pharmacy, blood bank, 
and bleeding room are related both to 
the main lobby and to the sterile stor 
ize. A passage connects the new serv 
with the SETVICE 


ice wing existing 


building on this level 


Existing Service Building 
A new interns’ quarters will be lo 
cated in the existing service building 


{ 


ind will provide an extension of facili 


ties on the second floor of the existing 
















Daind 


hospital building. Included are interns 
rooms and lavatories and a large lounge 
for recreation 

A staff infirmary will replace the old 
pediatrics department on the fourth 
floor of this old wing. Interviewing 
rooms, a three-bed ward, and two pri- 
vate rooms and lavatory facilities are 
provided. This unit will make it pos 
sible 
juries or illness without occupying pa 


to treat minor cases of staff in 


tient beds 


Laboratories 

The laboratories of Beth Israel Hos 
pital have expanded into inadequate 
quarters in the past years in an attempt 
to provide at least minimum facilities 
for the staff. Under the new program 
of expansion, these departments have 
finally been allocated sufficient area and 
well designed space and furnishings to 
carry on their extensive and rapidly in 
creasing program of research 


The clinical division, already men 


Below: The third 
floor of the new 
building has seven- 
teen private rooms 
for surgical patients. 
Left: The new oper- 
ating suite, located 
in the new service 
building, includes 
eight major and two 
minor operating 
rooms, and a four- 
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bed recovery ward. 
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tioned in connection with the operat- 
ing and diagnostic suites, will include 


labora- 


tories, director's laboratory and office, 


large clinical and chemistry 


house officers’ laboratory, washing, ster 
ilizing, electrocardiograph and lecture 
rooms. Additional laboratories for 
pathological and bacteriological work 
are located on the first floor of the ex- 
building in the 
to the dietary de 


isting service area 
previously devoted 
partment. This has been completely 
remodeled and designed for spacious 
laboratories, department offices, tech 
locker and rest- 


nicians’ laboratories, 


room facilities, storage refrigerators, 
and a photography room 

The Yamins Research Laboratory, 
the gift of Mr. and Mrs. Nathan Ya 
mins, will provide the most modern 
facilities for reasearch in connection 
with a hospital that have yet been built 
Twenty-eight laboratories, examination 
rooms, staff offices, chemical supply 
rooms, refrigerators, darkrooms, scale 
room, and restrooms are some of the 
features of the building. On the first 
floor are students classrooms, large 
rooms, and the memorial hall 


One laboratory will be 


lecture 
library 
equipped with a large, specially de- 


and 


signed concrete cabinet and an acid 
resisting sink to hold radioactive speci 
mens and to protect laboratory workers 
from the rays. The medical laboratory 


department with its examination 
rooms, laboratories and offices occupies 
the second floor, the surgical laboratory 
department, the third floor. 

The building is modern in design 
with large glass areas and is faced with 
buff brick to harmonize with the other 
underground 
with 


buildings. An passage 


connects the new unit the out- 
patient building 

These new laboratory facilities will 
make it possible to carry on more in- 
tensive study of medical problems. Re- 
search will be concentrated on the 
fields of blood 


cancer and thyroid 


circulation, 


diseases, 
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RADIANT HEATING i: practical for hospitals 


JOHN K. M. PRYKE 





Slocum and Fuller, Consulting Mechanical Engineers, New York City 


with 


EFORI 


the 


dealing specifically 


question of radiant heating 


ipplication to hospitals, it may be as 
well to establish what exactly is meant 


by radiant heating and what principles 


i well designed system should follow 


necessary to do 


I believe it is this 
because of the various forms of radiant 
heating systems which are being devel 


1, and also because of claims which 


Opec 


ay 


| we 
4 


“a * 


* 


are often made on behalf of installa- 
tions that they are radiant heating, 
whereas, in fact, they are merely modi 
fied Convector systems 

As is well known, the human body 
loses heat mainly by two means, direct 
radiation and convection. The conven 


tional type of heating system aims, 
basically, to warm the air in the space 


served and thus give comfortable con 














































ditions to the occupants by offsetting 
their convection heat loss. The radia 
tion loss from the body can be offset 
by providing a source of radiant energy 
whose heat rays impinge on the body, 
and this is the basic aim of a properly 
designed radiant heating system 

In order that the radiant energy may 
be distributed effectively throughout 
the 
should obviously be large 


space served, the radiating area 
In practice, 
it has been found that quite low tem 
perature radiating sources are highly 
effective in giving comfort, and hence 
system should be 


a radiant heating 


designed to provide a large amount of 
low temperature surface 


f any of the 


Theoretically, the use o 
six plane surfaces in a room as the 
radiating surface will ensure comfort 
conditions for the occupants. How 


ever, from practical considerations, the 
possibility of the use of the walls is 


largely eliminated owing to obstruction 


from furniture or other fixed objects 
in the room; in addition, the relative 
movement of the occupants to the 
walls varies the heating effect. Wall 


heating is, therefore, undesirable except 
directly below or adjacent to window 


areas, where it offsets the high heat 


loss through the glass. As regards the 
floors, it is found in practice that there 
the surtace 


are severe limitations to 


temperatures which can be carried be 


cause of the effect on the occupants 
feer. Additionally, there is a consider- 
able factor of uncertainty introduced 
when floor coverings such as wood, 
tile or linoleum are used. While the 
reaction of these in many cases may 


be negative, it has been my experience 
I 
likely 


to be an uncertain factor, and the pos 


that their behavior is always 


sibility of trouble being experienced 
from instability is always present 
The ceiling presents the most unob 


structed and stable surface in a room, 


and it has been found in general that 


it forms the most suitable radiating 


surtace. Some of the reasons for this 
will be dealt with later, and it must 
be borne in mind that the previous 
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remarks cover conditions experienced 
in large multistory buildings and not 
special applications such as are encoun- 
tered, for instance, in single-story in 
dustrial buildings 

Now as to how to heat the radiating 
surface. The most satisfactory method 
of doing this which has hitherto been 
developed is by embedding pipes just 
below the surface through which warm 
water is circulated. Embedded air ducts 
carrying heated air and also embedded 
electrical heating elements have also 
been used to a small extent, but the 
warm water pipe systems are the most 
commonly used. Thus, a well designed 
radiant heating system produces a large 
surface of low temperature radiation, 
preferably using the ceiling as the sur- 
face with low temperature hot water as 
the heating medium 

Now let 


main features of such radiant heating 


us consider some of the 


systems. First, there is a complete ab 
sence of any visible apparatus or pipe 
work because the heating coils are em 
bedded and, in addition, the supply 
mains and risers can also be embedded 
This immediately indicates that the 
system is essentially a clean one. Owing 
to its operating principles, dust carry 
ing convection currents are not cre- 
ited, as happens with a conventional 
It has been found in practice 
necessity for redecoration and 
reduced. This 
England 


prac 


system 
that the 
cleaning is materially 
was proved particularly in 
World War Il 
tically no interior decorating work was 
1939 and 1945. At 


during where 
allowed between 
the end of this period, it was notice 


able that buildings having radiant heat 


ing installations were much cleaner 
internally than were those with con 
ventional heating systems 


The second point to consider is the 
The relative humidity 
room heated by a 
considerably higher 


comfort effect 
of the air in a 
radiant system 1s 
an that in a room heated by con 


Additionally 


tl 


ventional means when 


Opposite page: 
Laying the panel 
coils in a new 
building. Right: 
Eighty miles of 
panel coils heat 
and cool the 
Buogerspital, 
Basle, Switzer- 
land, where low- 
est outside tem- 
perature is —4° F. 
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the ceiling is used as the heating 
medium and the heating coils are cor- 
rectly arranged, it is found that the 
cold radiation” from the win- 
dows on a gold day is entirely offset 


on the win 


usual 


There is no 
dows, even with single pane glass 


steaming 


under the severest outdoor conditions, 
and it is quite possible to stand within 
9 inches of a large glass window with- 
T his 


means that, with radiant heating, large 


out any feeling of discomfort 


glass areas can be used without 
risk ot discomfort to room occupants 


Note 


tion of the Buogerspital at Basle shown 


any 
in this connection the fenestra 


in the accompanying photograph. This 
building is designed to operate at an 


outside design temperature of i F 


EXTERNAL PROTECTION ASSURED 


Third, if the pipe coils are prop 
erly embedded in plaster or in con 
crete, external protection is adequately 
assured and the analogy of metal wire 
lathing in hung ceilings and reinfor¢ 
ing rods in concrete may be drawn 
As regards internal corrosion, the heat 
ing medium circulated, ze. low tem 
perature hot water, has a negligible 
effect on piping of ordinary materials 
because with a properly designed 
closed system there is no make-up, or 
fresh water, entering and, in addition, 
the temperature of the circulating 
water is too low to free its oxygen or 


to “throw” its hardness 


It has been found that embedded 


steel radiant heating coils after nearly 
as good 


forty service are in 


condition as when they were installed 


years 


If the proper practice of welding all 


embedded pipe work joints is fol 
lowed, no trouble is experienced with 
leaks, and the actual maintenance on 
a well designed totally embedded sys 
tem is negligible. This has been well 
proved over many years, especially in 
England and Europe where there are 
2000. of 


more than these 


multistory buildings, the 


systems in 
first 


large 


major installation dating from 1909. 
Many American engineers and design- 
crs prefer wrought-iron pipe; specially 
tempered copper pipe also has its 
advocates 

In the design of a hospital, there are 
certain fundamentals to be considered, 
two of the most important of these 
being cleanliness and quietness. These 
may be considered as over-all rulings 
governing individual design of com- 


Then as regards detailed de- 


ponents 
sign, the provision of good fenestra- 
tion is, of course, of great importance 

Does the conventional type of radia- 
tor system, whether steam or hot water, 
adequately meet the building condi- 
tions thus imposed? As regards clean- 
answer with any type of 
radiator system is obviously no. It is 
specially designed 
have 


liness, the 


cust¢ mary to use 


radiators for hospitals which 
plain surfaces, but even so, these form 
effective lodging places for dirt and 
dust, and, in addition, the piping con 
nections form angles and corners to 
trap dust. Additionally, owing to the 
convection Currents set up by radiator 
or convector systems, wall smudging 
their use, 


attendant feature of 


this involves cleaning and re- 


is an 
and 
decoration at frequent intervals 

As regards noise, hot water radiator 
systems meet the requirements, but 
steam systems frequently do not be- 
cause of water or steam hammer and 
vibration from faulty traps 

On the score of fenestration, the an 


The heat loss 


swer is “partially. 
through the windows is usually looked 
after by placing radiators directly 
under them. This is not possible where 
full length glass windows reaching to 


the floor are used, as is frequently 


done in solariums or in “open air” 
rooms, and in these instances, it 1s 
difficult to counteract the chilling effect 
of the large glass areas with radiators 


Let us consider whether radiant heat- 
meet the requirements more 


120.) 


ting can 
Continued on Page 














The hospital is incomplete without a 


DENTAL SERVICE UNIT 











JAMES S. MILLER, D.D.S. J. R. McGIBONY, M.D. 
Assistant Chief Assistant Chief 
Dental Division Division of Hospital Facilities 
Public Health Service Public Health Service 
| pur f Public La 5, as Congress in enacting legislation estab- a service that is necessary to provide 
{ct. as to assist the Stat lishing a National Institute of Dental adequate care 
inning for and obtaining facility Research within the Public Health In the nonfederal hospitals, dental 
urnishine adequate hospital, clini Service. Hospitals of all types and departments exist as follows 
imilar services to all their people sizes and public health programs have 
Under 100 Over 
To he adequat red must o N Opportunity to contribute to the alt 50 50-99 249 250 
vide nt ” | Public Healt success of this new institute as well as Sizes Beds Beds Beds Beds 
, eee Be, ee og ee | een 
Sert ppor ‘ benefit by its accomplishments 17.1% 76% 10% 244% 617% 
Without dental services in hospitals 
) {merican Der the patient cannot receive a complete In addition to providing dental care 
1 tall nd t fmerican H diagnostic analysis of his condition. as a part of total patient care, hospitals 
1 tion 2 ing better Total treatment cannot be accom- also have a definite responsibility in 
itient car LEONARD A. SCHEELI plished, and potential causes of dis- the educational field relating to den 
Surgeon General, PHS ibility remain to permit future dis- — tistry. Within a few years it is antic 
omfort, illness, chronic diseases, and — ipated that dental graduates, who now 
Ba NTAL. service in hospitals mmeasurable economic loss. Oral sur complete practically the same curric 
long neglected field, is rapidly ery for repair of injuries and for ulum as medical students, will be 
ssuming its proper role in national eradication of infections of dental or- required to serve a hospital internship 
efforts to achieve the goal of better gin requires the services of a com before being licensed to practice. Hos 
health. Public recognition of past nd petent dental statt pital planners must have vision enough 
potential contributions of dentistry to Despite these tacts, too large a pro to foresee needs for pt ysical facilities 
public health and the national economy — portion of even the larger hospitals are clinics, staff and administrative proce 
exemplified in action of the 80d not making available to their patients dures to assume this educational load 
ILLUSTRATION | DENTAL SUITES WITH 
TWO OPERATING ROOMS 
1-G 1. Dental chair 
2. Dental unit 
bi 3. Dental operating light 
4. Dental instrument cabinet 
5. Instrument sterilizer 4 by 6 by 16 inch 
6. Adjustable stool 
7. Lavatory with gooseneck spout and 
knee contro! 
8. Towel receptacle 
9. Dental x-ray 


10. Laboratory counter, 36 in. high with 
cabinets below 

11. Sink in counter 

12. Gas, air and electric outlets 

13. Developing tank 

14. Compressor 

15. Lightproof shade 

16. Desk, 20 by 36 inch 

17. Straight chair 

18. Filing cabinet 

19. Built-in couch 

20. Bedside table, 16 by 20 inch 

21. Lightproof door with louver 





22. Waste paper receptacle 





23. Surgical instrument cabinet 
24. Instrument table 
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They must be among the leaders and 
not simply the followers of progress 

All hospitals may not need extensive 
facilities and equipment for complete 
dental If competent consul 
tation is available in every hospital, 
much of the actual treatment, includ 


Services 


ing surgical procedures, may be more 
This 


can be done through an efficient inte 


economically furnished elsewhere 


and coordination of hospital 
clinics, by 
Such 


vration 


ictivities, through health 


group or private practitioners 
methods must be determined and ap 
plied in the light of local needs and 
policies by combined efforts of leaders 
in the medical, dental and hospital 
fields 

Standards for dental services in hos 
pitals have been established through a 

| 


joint committee and officially approved 


by the American Hospital Association 
American Dental Association 


ot 


1 the 
An ou 
follows 
Hospital Det The 
of the department responsible for the 
De 


or some similar 


tline these standards is as 


title 


aritment 


hospital dental service should be 


partment of Dentistry 


title containing the word “dentistry 
or “dental 
Hospital Rules. The department 


be organized under 


ot dentistry should 


the direction of a dentist, preferably 








3. Dental Staff. All dentists privi 
leged to practice in the hospital should 
be organized as a definite group or 
staff. Dentists who are being considered 
for appointment to dental staffs should 
have qualifications, such as previous 
hospital experience, technical ability, 
ind scientific training, that would be 
expected of any other staff member 

§. Dentai House Staff. Whenever 
possible, hospitals operating a depart 
ment of dentistry should provide for 
Jental interns and residents appointed 
according to the usual regulations of 
Dental internships and 
residencies to “Re- 
quirements for Approval of Dental 
Internships Residencies” estab 
the Council on Dental Edu 
Dental Asso 


the hospital 
should conform 
and 
lished by 
cation of the American 
ciation 

5. Functions. The department of 
dentistry has three main functions 


To act in an ad 


Administrative 


visory capacity through customary 
channels on problems related to the 
dental services 

Clinical: To render professional 


service to the patients in accordance 
with the precepts of modern scien 
own 


tific dentistry, to maintain its 


efficiency, and periodically to audit 


the professional work 


Educational: To help train staff 




















ne in the general practice of members, dental residents and in 
dentistry, to function like other depart terns, dental hygienists, dental assist 
ments ants, and nurses in order that their 
ILLUSTRATION 2 
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5 4 a ~ er 
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knowledge and fields of usefulness 
will be increased 
6. Organization. The dental depart 
ment should be under the direction of 
a dentist designated by title as are 
other service The 


dental department should be selected 


chiefs chief of the 


for his professional and executive 
ability on the same basis as other de- 
partment chiefs. The chief of the 


department of dentistry should have 
the same privileges regarding appoint 
ment to the medical board or executive 
committee of the hospital as have other 
department chiefs. The dental depart 
ment personnel should attend and par 
ticipate in general statf conferences 
Special effort should be directed to 


ward adequate training of the interns 


and residents. Clinical investigations 
should be encouraged in the dental 
field 

Dental Hygienists. Whenever 


possible, dental hygienists should be 
appointed to the department of den 
ristry 

8 Physica 


», and the 


The 


equipme¢ nt 


space 


Equipment 
allotred t instru 
ments and supplies of, the department 
of 


such services as 


dentistry should be adequate for 
may be carried out by 
accordance 


ot 


the dental department in 


with generally accepted standards 
practice 
9. Rules 


she yuld 


The department of den 


tistry tunction with a = syste 


matic plan of management based upon 
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rules set up by the hospital for other 
services within the hospital 

10. Records. Dental records should 
be a part of the hospital record system 
A uniform method should be estab 
lished for recording data 

Library. An adequate selection 

of dental books and periodicals should 
be available in the hospital library 


Formulary. A standardized de 
partmental formulary, based upon “Ac 
cepted Dental Remedies” of the Amer 
ican Dental should be 


idopted and included in the general 


Association, 
formulary of the hospital 


MINIMUM DENTAL SERVICE 
FOR HOSPITAL PATIENTS 


The hospitals should rapidly evolve 
a department of dentistry with ade 
quate facilities to assume the respon 
sibilities for a more nearly complete 
j 


1S 


dental service for patients on the war 
ind in the outpatient clinic. In order 
to extend dental care in that direction 
is rapidly as economic and manpower 
resources will permit, the following 
general plan is suggested 
The dental 


provided by the department of den 


extent of the SETVICE 
tistry will vary in accordance with (a 
the size of the hospital, (b) the type 
kind of 


For example, 


of hospital, (¢ the SETVICE 


rendered by the hospital 
in hospitals for tuberculosis, mental 
diseases, and cripped children more 
nearly complete dental service is neces 
sary 

Ir is recognized that an ideal pro 
include a complete oral 


gram would 


examination including a complete 


dental roentgenographic interpretation 
is a routine for hospitalized patients 
Outpatients should be afforded the 


same service when facilities 


However, with the present limitations 


pe rmit 


of personnel and general development 


of dental departments, it would seem 


desirable to postpone such a require 
ment as a minimum standard. Dental 
consultation should be made available 


by the department of dentistry 


to the 
several other departments in the hos 
pital 
A department of dentistry should be 
responsible for the services as follows 
Dentistry fe In certain 


types of hospitals where children are 


r ChudrenNn. 


hospitalized for an extended period of 
time, ze. those serving crippled chil 


tren and children with chronic dis 


eases, the practice of pedodontics and 
orthodontics ts a necessary service 
Orthodontic service should be avail 


ible to children’s hospitals for consul 
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tation and treatment. Cleft palate cases 
especially need this service. 
”. Restorative Dentistry. In certain 
types of hospitals, especially those serv- 
ing patients suffering from chronic 
diseases, such as tuberculosis and men- 
tal diseases, restorative dentistry is a 
necessary service 

Carious lesions of the teeth should 
be treated in the early stages by prop- 
erly preparing the teeth and by using 
an appropriate type of filling material 
to restore the teeth to usefulness and to 
prevent pain and infection 

Complete and partial artificial den 
ture service should be available for 
patients with extended hospitalization 

This department should be respon- 
sible for the construction of splints for 
fractured jaw cases, and radium splints 
for malignant Cases 

3. Dental Roentgenology. The mem- 
bers of this section, if they do not take 
dental will at 
the consultants to the roent 


the 
least be 


roentgenograms, 


genographic department for coopera 


tive diagnosis of all dental roent 
genograms 
4. Oral Sureery. The work of the 


section of oral in relation to 


the hospital outpatients and inpatients 


surgery 


lies in diagnosis and surgical treat 


ment. Treatment should consist of 


surgical eradication of acute and 
chronic oral infections 

The department of dentistry should 
assist existing schools of nursing to 
prepare all nurses for participation in 
the oral health care program 


PHYSICAL FACILITIES 


zr 1 Facilities for dental 
services are usually best located in an 
area easily accessible to both inpatients 
and outpatients. To serve both groups 
somewhat difficult to elim 
Such 


trafic, however, should be kept to a 


it may be 


inate cross-traffic completely 
minimum 


. Operatory. Dentists are practi 
cally in full accord with the belief chat 
there is never any reason for installing 
a single chair unit, even though only 
part-time work is contemplated. Two 
chairs permit a single dentist to per 
of work 


They 


form several times the amount 
possible with only one chair 
conserve the time of these specialists 
which would otherwise be consumed 
in waiting between patients, cleaning 
up, or performing other duties more 
properly done by an attendant 

Ir is realized that because of limita 
tions of existing buildings, or of funds 
for construction or remodeling, it is 


not always possible to allocate the ideal 
space. Suggestions given here are for 
adaptation to local needs in the light 
of practicability. If only one operatory 
is possible in the beginning, it may be 
designed by adaptation from the ac- 
companying sketches. In this event, 
future expansion should be anticipated. 

A virtually irreducible minimum for 
each operatory is 10 feet by 7 feet 6 
inches, as shown in illustration No. 1. 
In addition, space for laboratory, 
waiting, recovery and desks would be 
needed. These small sizes also may be 


satisfactory for the private practi- 
tioner § otfice, where extensive opera- 
tive work is usually not undertaken, 


and where rental on a square foot basis 
is high. This minimum plan was pub- 

the General 
1946 


lished in “Elements of 

Hospital” in the July 

Architectural Record 
Increasing functions of the dentist 


issue of 


indicate a need for enlarged working 
areas. The area must be sufficient in 
width to accommodate the equipment 
with the operator in position beside 
the chair. Ir must be long enough to 
allow the patient to be placed in the 
fully recumbent with the 


operator at the head of the chair, and 


position, 


to permit free passage of the dental 
assistant around both chair and oper 


ator 
Such a plan is suggested in illustra 
tion No This is considered the 


ideal; yet where space and funds are 
at a premium, size might be somewhat 
reduced. This is particularly true of 
the passage between the dental cabinet 
the instrument table (equipment 
legend items No. 4 and No. 24), 
which might be reduced by 18 inches 

3. Laboratory. The size of the lab- 
oratory will depend to some extent 
upon the amount of prosthetic work to 
be undertaken, but usually should be 
not less than 4 feet by 5 feet. As the 
laboratory is also used for development 


and 


of films, it requires a developing tank 
and lightproof shade. A counter with 
sink and cabinets 
necessary. Gas, air and electric outlets 


are required. The compressor may be 


built-in below is 


placed here 

$. Recovery Room. As in surgical 
areas, the trend is toward provision of 
the patient 
anesthetist's 
couch and_ bedside 
A lavatory is de- 


facilities for recovery of 


under the operators of 


supervision. A 


stand are 


necessary 
sirable 
In addition to 


5. Wattine Room 


th 


¢ hospital's general waiting room, it 


(Continued on Page 130.) 
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PURPOSEFUL 


V E DEFINE the “Staff Office” at 

Passavant Memorial Hospital, a 
280 bed teaching institution in Chi 
cago, as a group of rooms and a cor 
ridor off the main foyer, set aside for 
the purpose of care for outpatients. It 
is not a clinic in the sense that there 
is no definite assignment of space, time 
or medical personnel, nor does the hos 
pital receive any direct revenue from 
each staft office patient per se. 
with the 


It does 
not compete, for instance, 
part-pay or free clinic in the medical 
school building, which is on another 
part of Northwestern University pro 
fessional school campus The patients 
all have a private or industrial status or, 
if they are nonpaying, this situation is 
under the control of the attending 
physician rather than of the hospital 
or social service. 

The staff offices were designed and 
built as such. The space they occupy 
was not altered or prepared later for 
this purpose. The corridor is entered 
from the foyer, and it and the recesses 
seen are furnished with adequate wait 
ing room facilities (fig. 1). Also off 
another portion of the foyer is the gift 
shop where refreshments and light 
meals are served. The pharmacy is at 
the opposite end of the corridor and it 


FIGURE | 
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USE 


OF THE STAFF OFFICE 


Staff office space within the hospital permits 
the doctor to serve his patients better 
without financial risk and enhances the 


usefulness of the hospital to the community 


JAMES K. STACK, M.D. 


Orthopedic Surgeon, Passavant Memorial Hospital, Chicago 
Professor of Bone and Joint Surgery, Northwestern University Medical School 


serves the needs of the hospital and the 
outpatients alike. 

A page board is placed on the wall 
for doctors’ calls and two telephones 
The staff “in-and-out 


board, turned on when the doctors en 


are available 


ter the side entrance of the hospital, is 
reproduced above the nurses’ desk in 
the staft office as well as in the tele 


phone room, so that the attendants 
may know at a glance which members 
of the staff are in and thus answer 


promptly inquiries of patients. All calls 
coming to the hospital that require 
medical information or a reference for 
specialized services are referred to the 
staff office desk and handled there 
and treatment 
Five of these, ap 


Ten examination 
rooms are available 
proximately 8 by 10 feet in size, are 
equipped with sink, cupboard for dress- 
ings, medical examining table, chairs, 
and a smaller rolling table used for 
writing, doing hand dressings, and the 
like (fig. 2) 

The other 
large examining room with a black- 
board, which is suitable for student or 


five rooms consist of a 


conference groups; an eye room, com 
plete with diagnostic instruments, such 
as ophthalmoscope, tonometer, emer- 


charts, 


instruments, projection 


gency 
slidamp with 
trial lenses, perimeter, tangent screen 

in other words, all equipment neces 


ourtpatie nt 


binocular Microscope, 


sary for the practice of 


Figure |: The recesses seen 
from the corridor are furnished 
with adequate waiting room 
facilities. Figure 2: Examining 
rooms, 8 by 10 feet in size, are 
equipped with sink, cupboard, 
examining table, chairs and a 
small rolling table for dressings. 





ophthalmology; an ear, nose and throat 
room, equipped for the practice of this 
specialty; a clinical laboratory, where 
routine tests are made and supplies and 
equipment for the other rooms are 
prepared, and a room designed for ob 
stetric and gynecological examinations 
and treatment of minor conditions in 
this field 

The patient on arrival registers with 
the nurse in charge and is told whether 
the doctor is in, how many people are 
waiting, and so on. It may be that she 
is not to see the doctor at all but is 
bringing a requisition slip for certain 
laboratory or x-ray tests. If the requisi 
blood count, urine 


analysis, warm stage stool examination, 


tion calls for a 
gastric contents, or glucose tolerance, 
such there. The 
various chemical studies will be done 
in the main hospital laboratory, but the 
blood will be drawn in the staff office 
Here, also, appointments will be made 


tests will be done 


FIGURE 2 
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for metabolism tests, x-ray examina 
tions, electrocardiogram or other spe 
cial investigation work on an out- 
patient. The patient is charged for 
such tests af either pay at the 





time or receive a bill from the business 


office of the hospital 


The charge out during 
the day 


slips made 


are the responsibility of the at 
j 


they are turned in 


tending nurse, anc 


to the main office at the end of each 


working day. Mailing reports to the 
doctors on laboratory examinations is 
also the responsibility of the staff of- 
iditional 


charges for the use of these 


fice attendants. No Service 
facilities 
are made to the patient or to the doc 
tor. Also, no service charge is made to 
patient or doctor for the simple use of 
iny of the examining rooms for gen 
eral physical or special examinations 


using the available equipment de 


scribed before 


Charges are made to the patient, 
however, for the materials used in 
dressing wounds. Facilities are not 
available in this space for larger out- 


patient orthopedic procedures so these 


are carried out in one of the several 
inits of the emergency room, one floor 
below, served by the automatic eleva 


tor, or in the plaster room on the oper 


floor 


ating 


HOW DOES IT SERVE? 
This 


physical and pe rsonnel facilities of our 


then, is the outline of the 


statt office. How can these facilities 
ised here, or in your hospital, be 
put to the best use for the individual 


patient, for the community of which 
! 


the hospit ul is a part, for the hospital 
itself, and use statt, for whose 
eaching 12 fr is respon 








He is received in an 


stablishe d department ina community 





hospital. He is confident through what 
he has heard or through previous visits 
there that he will receive prompt 
courteous and efficient service. All the 
sual needs of the average outpatient 
can be and are met in this one depart 
ment, including admission to the hos 
pital if necessary. If this is his first 
visit he will meet others whose prob 
lems may be similar, and a friendly 


spirit frequently develops among pa 


tients in certain groups. This oppor 


tunity t compare time, men methods 


and results gives them “a place on the 
team,” so to speak, and helps to de 
velop that mass psychology which has 
been shown to be an important factor 


in individual rehabilitation 
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This psychology is particularly im- 
portant with the compensation patient. 
We all know that any tendency toward 
malingering or development of trau- 
matic neuroses can be thwarted more 
effectively by a fellow patient with a 
similar affliction and a normal desire 
to recover in a reasonable time than it 
can by a doctor who, in the processes 
of a suspicious mind, might be con 
sidered to be working primarily for 
other interests. This same spirit is, of 


course, carried on in the department 


of physical medicine where many out 


patients are treated also 
The 
the benefits of group practice. Infor 


patient is given, in addition, 
mal consultations among doctors using 
the staff offices are frequent, as are 
instances in which there is an actual 
transfer of responsibility. On-the-spot 
films with the 


full-time 


reviews Of wet X-ray 


roentgenologist, who is in 
attendance, make possible diagnosis 
and/or changes in the course of treat- 
ment without the delay necessitated by 
waiting for drying of films, by a visit 


to another building, or by mailing 


laboratory 


a formal report. Clinical 
findings may likewise be discussed 
prompdy with those expert in this 
field 

Furthermore, the patient becomes 


known by many other persons than his 


attending doctor. The fellows in the 


lepartment, the residents, interns, clin 
ical clerks, nurses and technicians are 
ili concerned and all 

mani- 
This 


knowledge 


with his care 


have at one time or another 


j 


tested their interest in his case 


gives him security in the 
that 
should 
t his 

For the ¢ and the Hos 
pital Which Is a Part of It: The 


phenomenal development of various 


many of his needs can be met 


occasion arise in the absence 
own loctor 


mmunity 


plans for hospital care has resulted in a 
greater dependency of the public upon 
the individual hospital and has there 
fore increased the responsibility of the 
An 


affords an additional 


hospital to the community ade 


quate staff office 


pportunity for service that cannot be 
rendered in the average doctor's office, 
ind its purposeful use will do much to 
guide the trend toward centralization 


of medical practice into channels 


which will be beneficial for all 


For the hospital which must obtain 
and maintain the good will and sup 


port of the public, this can be done 


without competing with the doctor 
and in such a way as to increase the 
institution's actual income and cer 


tainly add to the possibility of its 
potential income. We are all familiar 
with the difficulties being encountered 
in various hospital drives throughout 
the country today. Heavy taxation, 
from which there is no appreciable re 
lief in sight, is reducing the number 
of donors of substantial amounts 
There will be 


pital pavilions and wards named in 


fewer and fewer hos- 
the memory of one able to endow them 
in perpetuity. This being true, the 
hospital will become more and more 


dependent upon the small gifts of 


many rather than the large gifts of a 
few, and this source must be available 


The staff office list, like the admissions 


list, can be used as a source of ma 
terial 

For the House Staff: One of the 
principal drawbacks of the average 


internship and residency today is the 
lack of adequate outpatient teaching 
The important 
training years is frequently subjected 


young man in these 
to a lopsided experience. Too often, he 
sees a patient for the first time in a 
hospital bed, admitted there by his 
and times bringing 


superior, many 


with him a list of things to be done 


for either diagnostic or therapeutic 


purposes 


SECOND-HAND KNOWLEDGE 


The intern enters the drama in the 
middle of the first act instead of par 
gets 


ticipating in its beginning, and 
in touch with events gone before ina 
second-hand way, influenced by the 
He has not 


had 


some of the responsibility lifted from 


interpretation of another 


] 


made his own decision; he has 


him and some of the work done for 
After 


will not see him again and only if he 


him the patient’s release he 
has proper interest and adequate mem 
ory will he obtain from the attending 


doctor 


report of subsequent events 
again influenced by another's inter 
pretation. 

How is he to learn the time element 
in healing, in the recovery of function, 
if he does not himself participate un 
til the conclusion? How is he to learn 
what to expect of a patient two, six or 
ten weeks after a given procedure? 
How, if he does not see the end re- 
sult, is he to learn to give a correct 
prognosis or to estimate a disability 
with justice to all concerned? 

The purposeful use of staff office 
space as an outpatient department will 
do much to overcome this common de- 
tect in the training of young medical 
men and will 


women and make the 
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hospital a more desirable internship 
teaching as well as a treatment 
center. The 


vided in such a plan, with attending 


and 


additional contacts pro 


men and patients alike, will permit a 


greater influence to be brought on 


the trainee and hasten his medical 
matufity 
For the Staff: It 


argued that the adoption of such a type 


Attending may be 
of practice in the hospital would place 


the institution and the individual 


doctor in a competitive position. To 
foster such a thought one would first 
have to deny the trend toward group 
practice and then deny the hospital its 
rightful place as a medical center of 
the community. The hospital and its 
staff office should take the place of the 


back 


where 


room of the corner drug store 


our fathers in another day met 


and discussed their common problems 


MAY COMPETE WITH SPECIALISTS 

It is true that the hospital, through 
its statt office, does compete for out 
in the 


private practice of roentgenology and 


patient service with the doctor 


clinical laboratory medicine. The na 


tional societies in these specialties have 
I interested in this problem for 


and there is no 


seen 
years, unanimity of 
opinion as to the proper relationship 
between the hospital and, let us say for 
example, the head of its x-ray depart 
ment 

Some radiologists are on a straight 
salary. Others are paid on a percentage 
basis of the business done by the de 
partment. Others receive an income 
from both the hospital and their own 
an outside office 


private practice in 


Inasmuch as the x-ray and laboratory 


facilities are there for the use of in 





patients, it is only natural that attempts 
should be made to develop their use 
for outpatients. It is a well known fact 
that the x-ray department of any hos 
pital operates at a substantial profit and 
most hospitals take advantage of this to 
carry departments, such as pathology, 
which are not and perhaps never will 
be self-sustaining from the financial 
standpoint 

The 


equipped in material and personnel to 


hospital is, or should be, 


render x-ray, clinical laboratory, and 


physical therapy service superior to 
most and equal to any such services 
that can be obtained in the office of a 
practicing physician. Whether or not 
the doctor will avail himself of these 
services will depend upon his pattern 
of practice 

The physician whose pattern of prac 
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tice calls for all these services in his 
private office will, of course, look upon 
the development of hospital outpatient 
The 


practice 


facilities as unfair competition 
physician whose pattern of 
does not involve the retailing of the 
services of others will welcome these 
hospital facilities because they relieve 
him of the responsibility and financial 
risk of such multiple enterprises and 
permit him to devote his efforts to the 
management of the sick or injured. He 
will be more the physician, for which 
he was trained, than the business man 
in which field so few of us are com 
petent 

The use of these hospital facilities 
would also go a long way toward min 
rebates and 


imizing the practice of 


at times and in 


places is practiced to the detriment of 


division of fees, which 


the profession as a whole. These are 


provocative statements, but the thoughts 


contained are those of the trends and 


The 


purposeful use of the staff office is a 


problems which we must meet 


recognition of the trend toward group 
practice, and no physician can fail to 
benefit by the closer contact which this 
makes possible with his superiors, his 
equals, and those he is obligated to 
train. He will be stimulated by the 
frequent association, the exchange of 
ideas, the interpretations, and the ex 
ample of others 

This paper does not advocate, nec 
essarily, the development and mainte 
nance of private offices in the hospital 
for all its staff, but it is hoped that it 
brings out some of the good that can 
be accomplished by the purposeful use 
of a staft office, as opposed to the con 
venient use, to all concerned. These 
thoughts are based on our hospital's 
such a system since 


experience with 


1929 and a patient census totaling 


staft office visits in the last fiscal 


5.96 


year 





Memo to Employes Re Kindness 


HE following memorandum dis 
tributed to the personnel of New 
England Center Hospital, Boston, con- 
tains a message for both employes and 
The small 


administrators courtesies 


and acts of kindness, such as the one 


reported here, make all the difference 
in the world to the patients, and to 
the reputation of the hospital in the 
it serves Ep 


community which 


MEMORANDUM 


MAID, hurrying 


through the basement of the hospital to go down 


town on an important personal errand during her lunch hour, saw an 


elderly patient looking bewildered and obviously lost 


Immediately going 


to the patient, the maid asked if she could help, and then taking the 


patient gently by the arm guided her to the elevator 


The maid did not 


merely put the patient on the elevator, but she went up in the elevator 


with the patient and took her back ¢ 


words the maid went to the head nurse and reported the incident 


o her room 


After a few reassuring 


By this 


time it was too late for the maid to complete her own errand, so she went 


to the locker room, took off her hat and coat, and then reported back to 


duty 


That same day this patient was visited by 


Men trained in 


physician 


studied the problem of this patient 


helping to find the cause and cure of that patient's illness 


internal 


and all 


an internationally famous 


medicine, radiology and research 


made their contribution in 


but none con 


tributed more than the maid with her simple act of kindness 


A hundred such acts of kindliness are done each day in the thousands 


of hospitals scattered across Our Country 


We think that the kindliness 


of the maid is just as important to the patient as any other contribution. 


R. T. VIGUERS 


Administrator 

















URSING in the 
Heal 


vided by graduate 


service 


th Service 


hosp { ils IS 








ind attendants wl 


job. The n 


Iirsing ae} 


patients, and for housekeepin n ¢ 
hospital ind in the quarters for nurses 
ind attendants 

The preliminary surveys of the nurs 


Service n several P blic He Ith 


Ing 
Service hospitals indicated that the 
basic need was the development of 


program for more efficient at ; 4 











nomical tilization of the nursing 
service personnel The question of 
using practical nurses was lso posed 

{ group was called together t Ss 
gest course of remed r I Ir 
iddition to Division ot Hos} Is he 
quarters staff members, the group in 
cluded, among others expert in job 
nalysis, an standing director of 
school of nursing ) 1 1istr r of 
i civilian host 1 na © ceux ve 
secretary of the Assox f Prac | 
Nurse Educatior I y pt t 
mended that a comprehensive study be 
made of the utilization of all nursing 
service personnel if ne hospital 
letermine in terms of improved p 
tient Care he need for vision of 
nursing service m¢ S 1 in-service 
training for all nurs Ser t 
sonnel 

An analysis of the time spent in 
performance of the various patient 
care ¢ ities ] Serv OST 
revealed chat nurses were spending ay 
proxim I cent of t f 

ne pt nprotessional 
ivities, Which in t S ces r 
also being performed by attendants 
Hence, the time vailable for pr fes 
sional nursing care of patients was re 
luced Orher findings of S { 
ndicated need for proved ward 
iminis ion 1 supervision, for f 
vision of nursing ser ¢ S 1 
procedures, and tf rranvem of 
ctivitv sched les / cs of d 

Some r the s 
rally follow a rev \ if f IWS 
re 

i Hi Ww can f if \ nomic l s¢ 
be made of « vid s tin 

? Whicl f \ es Now pe 
formed by professional nurses can 
safely be delegate professional 


personnel 
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A procedure for reorganization for 


BETTER USE OF NURSING PERSONNEL 


ELSIE T. BERDAN 
Associate Chief, Nursing Section 


Division of Hospitals 


Public Health Service 





kind of 
he nonprofessional person- 


need? 


training 1s re- 


= 


nel and ow much of tt does it 


i. What type of 


will serve best the 


in-service staff 
needs of the nursing service personnel 
What ch 


nursing 


inges in the administra 


n oF the service are neces 


sary before additional nonprofessional 
personnel and perhaps other types of 


staff / 


workers are added to the 


( What is 


if profess nal to 


safe numerical ratic 


nonprote ssional 
nursing service personnel 


How will this affect the total cost 


nursing service 


the answers to 


tions provided the incentive 


for a more intensive study of nursing 


servi personnel utilization and for 


extensive reorganization of the nursing 


service in the h¢ spital chosen for the 

The procedure to be described has 
resulted in improved patient care 
which is the primary objective of the 
reorganization Of any nursing service 


effected more efficient and 


] + 


nomical use of all nursing service 


personnel \ better concept of the 
tf the professional nurse in rela 
personnel has developed 
and the 


interest im 


prew with allowing 








prove norale that 

n ind providing oppartunity  t 
yo n all-inclusive patient care 

program created a new and stabilizing 

ntluence in the nursing service staff 


The followed, although de 
signed for purposes of the study, act 
staft 


the 


Steps 


ally constituted an in-service 


education program based upon 


principles of active participation by 


all members of a group and recognition 


that the success of the program de 


pends upon the quality and practical 


value of the instruction. This proced 


ire, as it developed, met the needs of 
a group to achieve unity of purpose, to 


improve efficiency, and to stimulate 


personal and professional growth 
The initial step in the procedure was 
the appointment of an executive com 


mittee at hea {quarters office to co 





ordinate all the activities involved and 


reorganiza 


Inasmuch 


to facilirate the necessary 


of the 


reorganization 


non nursing service 


as such could not be 
possible without the full cooperation 
of all personnel at the hospital, the 


medical officer in cha 





ge and the direc 
tor of nursing service in the hospital! 


selected were invited to meet with the 


executive Committee to Participate in 


the formulation of a plan of action. All 
the 


steps in procedure were charted 


carefully in order to achieve the objec 
tives without too much interference 
with the hospital routine 

In the absence of a qualified execu 
tive housekeeper, one of the assistant 
j 


lirectors of nursing was appointed to 


ict in that capacity. She was assigned 
the task of planning a housekeeping 
lepartment 


\ Working Commiuttee was organized 
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“We Believe It May Be Helpful to Other Hospitals’—The Medical Director 


HE Division of Hospitals of the 

Public Health Service operates 
twenty-four hospitals with a daily aver- 
age load of 5700 patients. While these 
hospitals are administered through the 
headquarters office in Washington, 
each hospital retains a certain degree 
of autonomy of operation. Medical 
care is provided by resident staffs. Pro 
fessional nurses are assigned to the hos 
pitals by the nursing section of the 
headquarters office. All other nursing 
service personnel is selected and ap 
pointed by the individual hospitals 
Administrators of federal govern 


mental hospitals, like others, seek the 
answers to two important questions 
How can we give our patients the best 
possible care and keep the cost of nurs- 
ing service personnel at a minimum? 
How can the nursing service staff be 
stabilized? The procedure described 
in the accompanying article is present- 
ed as one approach to the problem of 
effective and economical utilization of 
nursing service personnel 

Preliminary surveys and plans made 
by Eugenia K. Spalding, now director, 
Division of Nursing Education, Uni 
versity of Indiana, were followed by 


the nurse utilization study directed by 
Jane E. Taylor Torrence, formerly Pub- 
lic Health Service Consultant for Nurs- 
ing Education. The study was con- 
tinued under the direction of Elsie T. 
Berdan, assisted by Ruth L. Johnson, 
Public Health Service Consultant for 
Nursing Education. Completion of the 
study would not have been possible 
without the cooperation of Dr. Ken- 
neth R. Nelson, medical director, and 
the staff of the hospital in which it 
was conducted—OrIs L. ANDERSON, 
medical director, chief, Division of 


Hospitals, Public Health Service 





at the hospital to develop a plan for 
the reorganization of the nursing serv 
ice, with reallocation of all activities to 
the nursing, dietary and housekeeping 
departments. This committee com 
prised the assistants to the director of 
e head nurses, the 


nursing service, tl 
chief dietitian, and the acting executive 
housekeeper. The director of nursing 
service was an ex officio member. The 
group elected its own chairman and 
appointed one of the members a re 
corder of minutes 

To review the progress and develop 
ments of the working committee and 
to approve and put into operation the 
changes proposed, an administrative 
committee was organized at the hos 
pital. This committee served as liaison 
between the working committee and 
the executive Committee at the head 
quarters office of the Division of Hos 
pitals in Washington, and also between 
the working committee and the various 
departments in the hospital. Periodic 
reports were submitted. The medical 
officer in charge of the hospital was the 
chairman of the administrative com 
mittee, the membership of which in 
cluded a representative of the medical 
staff 

Proper orientation of members of 
the working committee was most im 
portant to the success of the project 
The purpose of the study was clearly 
defined and selected references were 
read. The changes in the status of the 
professional nurse and the present 


Vol. 72, No. 3, March 1949 


trend toward the more extensive us¢ 
of nonprofessional personnel in the 
hospital care of the sick were discussed 

In developing a plan of procedure, 
the working committee found it essen 
tial to state the aims of the nursing 
service before proceeding. The com 
mittee then established the following 
premises as guides for allocating the 
ICTIVITIES 

1. The professional nurse would be 
responsible for all nursing care, but she 
could delegate some activities to non 
professional personnel if it was ade- 
quately trained 

2. The professional nurse would 
give all care to the acutely ill patient. 

3. Trained practical nurses, under 
the supervision of a professional nurse, 
would give all care to subacutely and 
chronically ill and convalescent pa- 
tients, with the exception of the ad 
ministration of medications and other 
activities involving highly skilled tech 
nics 

i. Attendants would assist profes 
sional and practical nurses, perform 
ing specific activities for which they 
would be adequately trained 

Considerable time was spent discus 
sing the different types of nursing per 
sonnel which could function in the 
different areas of this hospital to 
achieve the stated aims of the nursing 
service. The committee decided upon 
the following categories of personnel 
to which all nursing and related activi- 


ties would be allocated: 


|. Professional nurses 
2. Nonprofessional 

A. Trained practical nurses 

B. Attendants trained on the job 

3. Clerical and messenger 

4. Dietary 

5. Housekeeping 

Because a complete list of all activi 
ties which constitute a comprehensive 
nursing program was not available, the 
committee compiled such a list to 
achieve the established aims of the 
nursing service. In allocating each ac- 
tivity, careful consideration was given 
to the factors involved in the safety of 
both patients and personnel, the skills 
required, and the educational prepara 
tion and training of each type of per 
sonnel 

Members of the committee could not 
always come to an immediate agree 
ment as to which group of personnel 
should perform the activity under dis- 
cussion. In some instances it was nec 
essary to delay decision until the 
opinions of the staff nurses could be 
obtained. Decisions were frequently in 
fluenced by variations in standards, pro 
cedures and policies. The number of 
different interpretations often equaled 
the number of members at the meeting 

These disagreements resulted from 
the fact that there were no approved 
written routines and procedures for 
either the nursing or housekeeping 
services. Personalities and attitudes also 
played a part in the decisions. Members 
of the committee were cognizant of the 


8! 








problems and deficiencies but some 


found it difficult co comprehend a nurs 


ing service which deviated from the 
status quo. Comments such as We 
have always done it this way” or “It has 
always been done this way here” were 


heard repeatedly 
Free discussion and exchange ot 


ideas, made possible through the dem 


ocratic organization of the working 
committee, soon changed these attitudes 
and very good suggestions for improv 
ing the nursing service were made by 
the committee. The problems, with 
suggestions for their solution, were re 


ferred to the administrative Committee 


The interest and cooperation of the 
members of this committee in the co 
ordination of the activities of the de 


partments in the hospital were a further 
ud to progress 

When all food service activities were 
allocated to the dietary department, the 
need for reorganization of this depart 
ment became apparent. A special con 
sultant was appointed CO assist the chiet 
lietitian in making a survey and de 
veloping a plan of reorganization 

All housekeeping activities were 
illocated to the housekeeping depart 
The executive house 
with the aid of 


ment icting 


Keeper the working 
plan fo 


ind devel 


committee, formulated 


housekeeping department 


oped a procedure manual for use in 


training housekeeping personnel. This 


alan was approved by the administra 
I I 


tive committee and the executive com 


mittee at headquarters An experienced 


executive housekeeper was appointed 


is a consultant to visit the hospital and 


review the plan. A few minor cha 


nyees 


were suggested and the plan was put 


Into « per ition with a minimum ot dif 


ficulry. Employes were transferred t 
this department from the nursing sers 
ice and placed under the supervision 
ind direction of the acting executive 


housekeeper, Who ts directly esponst 


the medical officer in charge 


The reallocation of nursing and re 


! 
lated activities Was only one 


part of the 
for 


service. It 


levelopment of the plan the re 


organization of the nursing 


was necessary to determine also the 


numbers of the vari 


ployes needed and how 


us types of em 
were 


Proced 


they 


pertorm their ures 


not be written without first es 


tablishing the necessary hospital and 





medical care policies 





inonal consultants were ap 


comple te survey of 


and ad 


pointed to make 
the hospital—its organization 


ministration, its personnel and assign 
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ments, direct and indirect nursing care, 
the physical facilities, clinical facilities, 
records and reports. The report of the 
survey was used as a guide to develop 
a manual of routines and station orders 
otherwise known as ward or nursing 
The 
of the routines and station orders in 


service policies implementation 
volved all other departments in the 
hospital. The reaction to change on the 
part of personnel in these areas was 
All soon 


became aware of the values inherent in 


similar to that of the nurses 


the proposed changes to improve pa 


trent care 


When the working committee com 


pleted the reallocation of all nursing 


and related activities, the next step was 
j 


to determine how each procedure 
should be performed. The identical 
group (the working committee) was 


reappointed as a Committee on nursing 
procedures, with one of the assistants 


to the director of nursing service as 


chairman. This part of the project also 


required many hours of 
Each 


in assignment to report in 


commiuttec 


work committee member was 


piven writ 


ing on certain procedures as they were 


then pertormed. These were presented 
for round table discussion and_ final 


decision. Because of the variation in 


the technics in use it was frequently 
lithcule for members of the committe 


to reach agreement. To facilitate 


oY 


the chairman wrote preliminary 


lrafts of the procedures and presented 


ress 


copies for discussion at Committee meet 


In due time a complete manual 


1 


ings 
of nursing procedures was compile 


by the committee 


The cost of the combined nursing 
ind housekeeping service was deter 
mined. This and the report of the 
survey were used to establish a baseline 


tor the evaluation of the effects of the 
proposed reorganization upon the qual 


ty of patient care and the cost of 


per 


sonal SeTVICES 
the study was completed, a 


When 
} 


plan was developed tor the reorganiza 


tion of the nursi service. The first 


ny 


phase of the plan has given us the 


inswers to five of the questions pre 
viously listed. The remaining two 
questions will be answered when the 
second and third phases are imple 
mented 
FIRST PHASE 

The following have been accom 


plishe 1 
The nursing and housekeeping serv 
ces are segregated and a separate house 


keeping department has been created 


Head nurse units have been estab 
lished 
Professional nurses and attendants 


are now reassigned tO perform the ac 
tivities as allocated 

Six ward clerks were appointed to 
the staff and given an on-the-job course 
of instruction in the performance ot 


the duties that were allocated to this 


xroup 


Additional appointments have been 


fe in the patients clothes room so 


that all checking of clothing for tn 


coming and outgoing patients is done 


in this unit rather than on the wards 


A central sterile supply room ts 


ope rating 
The messenger 


led 


service has been ex 


pan 


} 


By means of in-service staff educa 


ams, professional nurses and 





tion pro 


attendants were taught how to carry 
out the revised nursing procedures, and 
head nurses and selected group of 
statt nurses were given a thirty-hour 
course in ward management and super 
Vision 





As necessary supplies and equipment 
yvecame ay utlable the | 
put 


dures were 
A clerk-stenographer 


proce 
into practice 
Was appointed 
in the nursing office to perform routine 
clerical duties, tl 


IS relieving the assist 


ants to the director of nu SETVICE 


rsing 


of these act 


a 
s 


ts to rhe di 


y 
y 
7 


Three of t 
were assigned as s 


for a 


ipervisors, each re 
sponsible specified area in the 
hospital 

The need for changes in the physical 


plant and the lack of funds for addi 


tional personnel have dela 


the plan for the reorganization of the 
lietary department into operation. In 


interval, the 





continuing 
food 


nurses are 
to be responsible for the SErVICE 
on the wards department's 


1 when the 





responsibil 


food is sent to the wards. Nursing serv 


ice employes place the food on the 
I 
} 


and & trom 


tion pian 


trays rry the trays to and 


the patients. In the reorganiz 


dietary department personnel will be 


responsible for complete preparation of 


all trays, and nursing service personnel 
will take them to and from the pa 
ents 
Evaluations of changes in the quality 
| 


of the nursing service have been 





Observations indicate improvements in 


patient care and more efficient utiliza 
tion of the time of all nursing service 


personnel. Professional how 


ever, are still 


nurses 


performing some non 


protessional activities 
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SECOND PHASE 

In the second stage of the plan, 
trained practical nurses will be ap- 
pointed to the staff. Practical nurses 
(graduates of approved schools who 
qualify for federal Civil Service ap- 
pointment) will be recruited to fill 
vacancies created by resignations and 
transfers of professional nurses. These 
replacements will be made gradually 
until the maximum number has been 
appointed. This number will depend 
upon the effects of the utilization of 
practical nurses on the quality of the 
nursing service. Since there are at 
present no established criteria for de 
professional 


termining the ratio of 


nurses to trained practical nurses, the 
naximum number which can be used 
will be determined by periodic evalua 
tion of the standards of nursing care 


THIRD PHASE 
When a sate 


professional and practical nurses has 


and desirable ratio of 


been established and all nursing service 


and related personnel is performing 


satisfactorily the activities as allocated 


the cost of the nursing service will be 


letermined and the third step will be 


j 


taken. All but the tuberculous and the 


eye, ear, nose and throat patients will 


be segregated ACTIVITY 


The 


and 


according to 
status rather than clinical service 
bed semiambulatory 
the fully ambulatory patients will be 


patients, the 


placed in specified areas in the hospital 


Insofar as possible, medical and surgi 


cal patients will be segregated. Doctors 
on the respective services will have 


office hours at specified times and all 


ambulatory patients will go to the 


doctor's office rather than have the 


doctor visit them at the bedside. It 
should be noted that obstetric and pedi 
atric patients are not admitted to this 
hospital 

‘he proressional nurses will be re 
assigned, with a proportionately larger 
number assigned to the units for bed 
patients or those requiring more highly 
skilled nursing care. It is believed that 
the total number of professional nurses 
required to give good nursing care will 
be le ssened 

Following a reasonable period of 
trial, the quality of the nursing service 
will be reevaluated and the cost of the 
The 


economical plan will be continued in 


service will be determined most 


the hospital in which the study was 


made and will be used as a pattern for 


the reorganization of the nursing and 


related services in all Public Health 


Service hospitals 
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The manuals of nursing procedures 
and ward policies have been prepared 
in loose-leaf form, for easy replacement 
of pages when revisions are indicated. 
A copy of the “Manual of Nursing 
Procedures” has been forwarded to 
every hospital in the service with in- 
structions that it be used as a guide in 
the development of a similar manual 


for each station. It was proposed that 


the adaptation of the procedures and 
development of a manual of procedures 
for each hospital be made a part of 
the in-service staff education programs 
Suggestions were given for a plan to be 
followed. Standardization of procedures 
for all Public Health Service hospitals 
is desirable but not completely possible 
at this time because of the differences 


in physical plants 





Children Make Good Friends 


ELIZABETH STEWART 


Administrative Dietitian, Good Samaritan Hospital 


the Santa Claus on my 


] MADI 
daddy's Christmas Day tray—I 
know from the way I pasted it 
My aunt works at the hospital.” 
My friend, Johnnie, broke his leg 
took him to Good 


Samaritan Hospital 


and the doctor 


The preceding snatches of conversa 
tion were made by children and re 
ported to us by one of the teachers at 
The fifth 
grade pupils at this grammar school, 
a few blocks away, help us to prepare 


Couch Grammar School 


tray favors each year tor the major 
holidays. The dietary department 
makes the drawings on 9 by 12 col 


ored construction which are 
then taken to the children to be cut, 


describe a 


paper 


pasted and colored. To 
few: a Thanksgiving turkey menu cut 
out is prepared by the department on 
brown and red paper. The children 
cut out and paste the pieces together 
attractive menu. Another 


is an autumn leaf 


to form an 
feature on the tray 


which is cut out and pasted under a 


souffle cup to make an_ interesting 
bonbon favor 

The Easter tray design attracts a 
great deal of attention. The bunny 


menu card is prepared, which the chil- 
dren cut out, and cotton is pasted on 
the bunny’s tail. As their own idea and 
contribution, they make small baskets 
with cutout paper flowers to hang on 
the forepaws 

The big thrill comes at Christmas 

the children cut out a red paper 
Santa Claus and paste cotton to form 
the fur on the cap and to make his 


Portland, Ore. 


beard 
cup out of a green holly leaf design, 
attached to a soufflé cup. 

During the time that the children 


They also construct a bonbon 


work in their classrooms the 


teacher is talking to them re 


are at 
room 
garding the work done in_ hospitals, 
and the place of the hospital in the 
community. Frequently, the staff dieti- 
tian who takes the supplies to the 
room is asked to give an informal talk 
on normal nutrition. The room teach- 


er encourages discussion among the 


groups. The cleanliness of hands and 


person is also stressed, because the 
children must be immaculate to work 


on decorations going to the hospital 


THEY ALL WANT TO COME 
After the work is completed, ex 
citement reigns during the time the 


several boys and girls are chosen to 
bring the decorations back to the hos- 
pital; they all want to come! When 


the children arrive at the hospital they 
are usually shown the main kitchen 
and taken to the cafeteria for ice 
cream and cookies 

The children do relate their projects 
to their families, but, best of all, this 
experience is lessening fear of hospi 
tals child — that 
the hospital is happy and friendly. He 
knows. Why, he worked hard making 
a menu card so that some ill person 
would be made happier. The experi- 
ence also brings to his mind that the 
hospital, that big brick building up 
the street, is where people are made 


and teaching — the 


well! 
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People in Pictures 


Some participants in the Indiana University workshop on 
Nursing for the Future,” the report made by Esther 
Lucile Brown. From left to right: Thelma Brittingham 
acting director, Protestant Deaconess Hospital School of 
Nursing, Evansville, Ind.; Marian Roberts, assistant di- 
rector, Indiana University Training School for Nurses; 
Sister Vincentiana, president, Indiana Hospital Associa- 
tion, LaFayette, Ind.; Mrs. Zilpha Miller Burnett, director 
Good Samaritan Hospital School of Nursing, Vincennes 


Ind.: J. W. Hicks, chief accountant, Indiana University 





Compulsory national health insurance was discussed 
from all angles on a radio forum, "What's on Your 
Mind?" Debaters were (I. to r.) E. A. van Steen 
wyk, Philadelphia Blue Cross director, and Dr. Mor- 
ris Fishbein, who are opposed to compulsory health 
insurance, and Dr. Ernest P. Boas, chairman of 
the Physicians Forum, and Albert Deutsch, science 
writer, in favor. At the center of the table is 


moderator Delbert Clark of the New York ‘Times.’ 





The trustees of Highland Park Hospital 
Highland Park, Ill., have started a series of 
fireside’ meetings, held at the home of a 
member, to which people in the community 
are invited to discuss various problems af 
fecting hospitals. At a recent one Everett W 
Jones, vice president, The Modern Hospital 
Publishing Company, Inc., discussed social 
ized medicine. Trustees and guests are en 
thusiastic about the meetings which help to 
clear up misunderstandings about hospital 


care which arise in the minds of lay people 





A luncheon and fash 
ion show at Cameo 
House restaurant 
served to introduce 
the new Women's 
Benefit Guild of 
Women's and Chil- 
dren's Hospital, Chi- 
cago, to members of 
the staff, trustees and 
aliied organizations 
Left: Nellie Mc- 
Namara president of 
the board, with guest 
Mrs. Katharine Agar. 
Right Mrs. Walter 
E. Krafft, chairman 
of the committee 
facing the camera 
as fashion model 
comes down aisle 
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HE public wants the best health 

service that is obtainable for every- 
one. It wants a convenient way of pay- 
ing for this service, it wants the peaks 
of sickness expenses removed, and it 
wants the cost to be moderate. These 
reasonable aims have already been 
achieved by 33,000,000 Americans 
through our nonprofit voluntary Blue 
In addition, 22,000,000 
55,000,000 in all 
are protected against the expense of 
hospital care through union labor or 


Cross plans. 
other Americans 


commercial insurance plans. Additional 
millions, most of whom would be in 
the foregoing total, are protected 
against surgical and medical expenses 
Expanding the benefits of the plans 
and the coverage to every American 
is not only possible but within short 
range grasp—through local voluntary 
efforts coordinated in a nationwide 
program 


That 


1S admitted 


there are unmet health needs 
That 
quiring change in methods of provid- 
ing health admitted 


That voluntary health insurance cannot 


there are areas re 


services 1S also 
by itself do the whole job is admitted 
But much is being done about 
inadequacies. One of the most thought 
ful and effective federal programs in 
health needs 


these 


tended to meet local 
that administered under the Hospital 


Act 


supported by 


Construction was inspired and 


vigorously those who 
have advocated voluntary health insur 


ance 


MUST SEEK BEST METHODS 
Inasmuch as there is agreement on 
broad goals, the question narrows down 
to determining the best methods of 
making health services available to all 
The voluntary 
health insurance 
tension and supplementation are prac 


record of nonprofit 


indicates that its ex 


tical, and that this course will provide 
more care for American people for less 
cost than will any other method. Why 
when Blue Cross and Blue Shield are 
steadily gaining and when fulfillment 
of the purposes of voluntary 
system is within the grasp of American 
people, should our emphasis now shift 
to a compulsory system? Why revert 


a great 


now from a system which has come 
through its try-out period to another, 
untried, method which carries with it 


the danger of upsetting the medical 
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In this integrated program 


VOLUNTARY PLANS 
CAN DO THE JOB 


E. A. VAN STEENWYK 
Director 
Associated Hospital Service 
Philadelphia 


resources of the nation? The assuMp- 
tions that a compulsory health insur 
ance plan will correct inadequacies in 


health facilities and personnel and 
raise the health level of America are at 
best misleading. At worst, these are 


political promises that can only spell 
tragedy for the nation’s health 

If the methods of providing a high 
level of health services for all were 
not complex, a federal program would 
probably have been voted by the Amer 
ican public long ago. One of the prob 
lems which causes most concern to 
professional workers in the health field 
and has some of the most baffling over- 
tones—the maintenance of a personal 
relationship between doctor and_pa- 
tient—is also far better understood by 
John Public than professionals usually 
credit him with understanding 

Health services are personal services, 
from one human being to another 
human being. However imbued with 
the sense of public service government 
personnel may be, the three types of 
medical care which have been tradi- 
tionally provided by local and federal 
governments in America, to mental pa 
tients, to the tuberculous and to the vet- 
erans, illustrate the Jimitation created 
by governmental responsibility for such 
personal service. This is not because 
government employes are not touched 
by the needs of the sick or are unwill 
ing to them. The 
uniform from all who have been en 


the nec- 


assist testimony 1s 
gaged in this work that: (1 
essary slowness of prudent government 
administration impedes delivery of a 
satisfactory level of personal service to 
the individual, and (2) the uncertain- 
ties in any political system make it 
extremely difficult to get and keep 


good doctors and other needed per- 
sonnel. The assurance being given by 
spokesmen for compulsory federal in 
surance that hospitals will not be taken 
over by the and _ that 


doctors and other health pe rsonnel wall 


government 


not become employes of the govern 
There as no other 
way to make such a system work. 


ment 1s fantastte. 


RELY ON LOCAL COOPERATION 

The advocates of federal compulsory 
health insurance point to inadequacies 
in the voluntary health system of serv- 
ing the sick in certain individual cases 
and in certain remote areas and, be- 
cause of these inadequacies, claim that 
all hospital service and all medical 
service should be provided through the 
federal government. Yet the most 
thoughtful and effective federal gov- 
ernment programs have relied on local 
cooperation. Compulsory federal health 
insurance would make such coopera- 
tive ventures no longer possible. One 
does not cooperate with the boss. The 
And this could 


not be otherwise, since under so com- 


boss exercises his will 


plicated a system as compulsory health 


insurance on a national basis would 
require, responsibility could not prop 
erly rest on the federal government 
without complete control 

Blue Cross and Blue Shield plans 
have sometimes been compared with 


similar voluntary other 


agencies in 
countries, agencies which have given 
way to a compulsory government sys- 
tem. Sometimes these plans have been 
likened to the Societies in 
England, yet the whole scheme of or- 
ganization of America’s nonprofit plans 
is so different from that of the Friendly 
Societies, and their performance so 


Friendly 
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vastly superior in breadth of coverage 
and in health service significance to the 


people, that they are not in any way 


comparable 
Where health 


are due to the poverty of 


service inadequacies 


the local 


community or state, federal assistance 


may be necessary. The most important 
lack, adequate facilities, is now being 
successfully met and could be extended 
basis 


on a_local-federal cooperative 


through the Hospital Construction Act 


It is suggested that (/) Comeress be 
reed t crease th € An “nt , mioney 
41 dhdPle i i Mi MINN “wnder 





Hospital Construction Act. \t 1s 


suggested that (2) the collateral short 
ive f well trained bheaiti personn 
t i De met by 711Nn federal Assist 
i" ipere Ne« a a) 
/ pitals trainin tors and nurse 


America has developed a unique vol 
Never 


before has anything like the number of 


untary health insurance system 


standards of 
ind Blue 


Shield been developed. These plans are 


persons covered or the 


performance of Blue Cross 


operated under special enabling laws of 


the states in which they are organized 


is nonprofit corporations, and fully 
meet all the requirements set down by 
well as 


the regulatory legislation as 


more severe standards established by 


the plans themselves 


NOT EXTENSION OF BLUE CROSS 
Many mistakenly of 

federal compulsory health insurance as 

Blue ¢ { 


ross ind 
reason 


persons think 


Dut an extension of 


But Blue 


high because they 


tavor it tor this 


Cross standards are 


ire a blending of all local forces—the 


buyers as well as the sellers of health 
services. This quality, so apparent in 
Blue Cross, would not be possible 


inder compulsory federal scheme 


Voluntary plans help to maintain a 
tree market in 


which the subscriber 


his 


choice. The individual hospital or doc 


goes to the hospital or doctor of 





tor is paid because such choices have 
been made by people in the ordinary 
\ compulsory federal insurance 


would destroy the free market 


Yet federal assistance is needed if 


all the health problems of the nation 
are to be met. It is therefore suggested 
that tl Hospital and Medica 
futhor / reated, the geographic 
ireas covered by each such Authority 


being the same as the hospital areas 


now being planned as a result of state 


surveys conducted under the Hospital 


Construction Act. These areas have 


been determined witl view to estab 


86 


lishing facilities so that all Americans 
will have the advantage of the best 
medical care, yet costly duplication and 
inefhiciency will be avoided 

It is suggested that (4) grants-in-aid 


for the indigent be made to the states 
by the federal government. Such grants 
in-aid, in addition to local and state 
funds now spent for the care of the 
indigent, would be administered by the 
local Authorities within each state 
Since the chief problem appears to 
be provision of care to the indigent 
on a self-respecting basis, it is further 
the Blue Cross pli. 





suggested that (5 in 


in each such Authority wsue Blue Cross 





ards to all who are certified as indigent 
hy the Authority. In this way the in 
lignity of means test would be 
avoided at the time care is needed 


Provision should be made for the issu 
ance of such Blue Cross cards from 
year to year. Assurance would be given 


t 


to everyone that regardless of ability to 


pay all would be entitled to the same 


hospital service and everyone would be 


given the opportunity to choose his 


own hospital 


Following the admission of each 


j 


such indigent patient to a_ hospital, 


Blue Cross would accept liability for 


payment in the same manner that it 


now does for its regular subscribers 
The bills would be paid by Blue Cross 
it the rate it regularly pays its member 


Hos 


it has 


hospitals. It would then bill the 


pital Authority for the amount 


paid the hospital plus such reasonable 
idministrative expenses as may be 
igreed upon 

The problem of developing incen 
tives which will encourage individual 
citizens and hospitals to pull their own 
matter of providing 
health services is difficult and complex 


good 


weight in the 


Little come of any system 


which encourages people to sit back 
To 


this end some thought might well be 


can 


and rely solely upon government 


given to the possibility that income tax 


credits be allowed to those who pay 


subscription fees to Blue Cross or other 


health insurance plans which meet 


standards established by local Authori 
ries 
incentive for main 


Similarly, some 


taining reasonable cost levels in hospi 


tals is mecessary, since the method of 
hospital payment for care rendered to 
Blue 


the needs and 


Cross subscribers will vary with 
characteristics of the 
localities served. It would appear that 
the incentives to maintain reasonable 
cost levels must be worked out in each 


such 


Authority 





While a revolutionary ap- 
proach to the matter of providing for 


a far less 


this is 


the indigent, it requires 
drastic change of our medical care pro- 
gram than that contemplated under 
federal compulsory health 
and it would conserve all that is good 


insurance, 


and useful in American medicine. In- 
deed, it is possible that out of such a 
program the reasonable aim of all pub 
lic health workers, to blend private and 
the local 
The 


existence of hospital councils, medical 


governmental planning at 


level, would naturally develop 


societies and other health units in addi 
tion to state and local departments of 
health makes an immediate approach 
to the establishment of the proposed 
Hospital Authorities possible 


ENCOURAGE VOLUNTARY PLANS 


Since an important by-product of 
voluntary, nonprofit hospital and med- 
ical insurance is the maintenance of a 
relationship among pa 


tients, hospitals and doctors 


free market 


in which 
none can gain except through the exer 


cise of choice or will on the part of 
] 


and has 


since this system 


thus far produced 
health any nation of comparable 


and diversity « 


the others, 
the highest level of 


for 


size f area and popula 
tion, it would appear that the voluntary 


plans should be encouraged to meet 


the nation’s needs. It is therefore also 
suggested that (6) the federal govern 
ment could assist the voluntary, non 


profit plans in a sientficant and far 


reaching manner 1 it would grant 
luction to its employes whe 


pay? AedHclion Wis cmpioye 
With so 


many federal spokesmen arguing for 


ive Duy tht icrage 


compulsory health insurance, it is ironic 


Uncle Sam is the only national 


that 
employer who will not assume the re 


roll deduction for 





sponsibility of pay 
his employes 
Voluntary nonprofit health insurance 
plans can offer more at lower costs to 
the citizen who will pay the bill under 
To devise 


any system that ts set up 


methods of payment to hospitals and 


doctors which will be fair, which will 
strengthen and maintain high stand 


ards, yet not become burdensome to the 
bill, 


study of the special economies and 


citizen paying the will require 


ethciencies tl 





can be developed in 
local organizations 


With rhe help of business and labor 


and the encouragement and assistance 
of the federal government, all that 
America needs and wants in better 


health services can be obtained through 
he Blue Cross and Blue Shield plans 
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_ Small Hospital Forum 


| geese of hospital wastes pre- 

sents no particular problem, a 
survey of the methods used in a group 
of small hospitals reveals. Commonly, 
wastes are collected in cans on hospital 
floors then carried or carted, usually by 


the 


janitor, to a central disposal point 
and either burned in the hospital in 
cinerator or picked up by a city col 
lection service 


The 


three hospitals ranging from twelve to 


survey, which covered twenty 


beds, disclosed few departures 


from this standard procedure. For ex 


imple, the only hospital not using 
galvanized iron cans or steel drums 
for waste collection was a twelve-bed 


hospital in the South where wastes are 


collected in a sack by the maid 
The number of times day that 
floor wastes are collected varies from 


one to three in the reporting hospitals 
j 


The collection 1s made once a day in 

six hospitals, twice a day in ten hos 
pitals, and three times in five hospi 
ls 


The responsibility for waste collec 
tion is generally carried by the house 


keeping department, with the janitor, 


porter or orderly actually doing the 
collecting. In three cases a maid han 
{les this duty, and in one case it was 
indicated that floor nurses may also 
share this duty with the maid 

About half the reporting hospitals 
indicated that cans are carried by hand 
from the floor to the elevator and 
thence to the collection or disposal 
point in the service department. In 
other cases either a hand truck or 
wheel cart is used 

Only six of the hospitals in this 


burn their own wastes, 
in part. In most of these cases 
city collection service picks up hos 
pital refuse. In one case the hospital 


pays a commercial scavenger for this 


service. Among the hospitals burning 


dry wastes in’ their own incinerators 
about half reported that the inciner 
itor used was built and installed by a 
company specializing in this type of 
Ot 


some 


construction eighteen hospitals 


that incinerate waste, seven are 


sing incinerators connected with the 
central boiler plant smoke stack; the 
others have incinerators with separate 
stacks 
equipped with auxiliary firing 


t was indicated 


incinerators are 


equip- 


Seven of these 


ment 


Commenting on the whole subject 


of waste collection and disposal in 
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REFUSE and WASTE 


pose no problem in disposal 


the small hospital, one administrator 
said, “No matter what method is used, 


supervision must be strict, constant 


and centralized. For this reason it is 


advisable to have the same carefully 
trained houseman or janitor assigned 
regularly to waste pick up 

Of course, the time schedule must 
depend entirely on local conditions, 
such as elevator capacity, storage space 
and other factors. You can't roll cans 
or carts at night because the patients 
You do it by day 


patients awake! So 


irc asleep cant 


because the are 
are doctors and visitors, none of whom 
likes the idea or appearance of waste 
pick up. Yet it must be picked up 
and the unpleasant or inconvenient 
factors must be dealt with in the best 
way that local conditions permit 

The survey dealt largely with dry 
wastes collected on floors. Special 
waste and refuse problems in addition 
to kitchen wastes and garbage, which 
were covered in a separate survey last 
month, require special handling ac- 
cording to local conditions, it is indi 
cated. For example, placental tissues, 
from and 


be 


bone tissue amputations, 


wastes from the morgue must 


burned at a temperature equal to or 
in excess of that used in incinerating 
kitchen garbage, if these wastes are 
dealt with on the hospital premises. It 
is pointed out by administrators who 
commented on this subject that con- 
sultation and constant checking with 
the operating room and delivery room 
supervisors will greatly facilitate the 
problem of handling their wastes eff- 
ciently since, obviously, no hard and 
fast schedule can cover all emergencies 

Another special waste disposal prob- 
lem concerns the handling of discarded 
plaster casts of the size, 
weight and rigidity of these materials 


Because 


they frequently require individual col- 
lection and disposal. “Cutting large 
body casts to reduce size and weight 
is helpful,’ one observer commented 
Otten 


the nursing department which _ usual- 


this can be worked out with 
ly employs the orderlies who are han- 
dling this material at the time of its 
removal from the patient.” 

Another disposal problem in most 
hospitals is presented by tin cans and 
other metal containers 
ot 
and package tin cans may have a dif 


The question 
whether or not it pays to flatten 


WASTE DISPOSAL METHODS IN SMALL HOSPITALS 








COLLECTION TIMES TRANS- WASTE HOW 

REGION BEDS METHOD DAILY PERSONNEL PORTATION INCINERATED DISPOSED 
East 25 Cans 2 Janitor Cart Yes — 

East 75 Cans 3 Janitor Hand Yes — 

East 85 Cans 2 Janitor Cart Part City 

East 75 Cans 3 Janitor Truck No Scavenger 
Midwest 25 Cans 1 Janitor Hand Yes —_ 
Midwest 70 — 2 Janitor — Yes — 
Midwest 75 Cans 3 Janitor Hand Yes — 
Midwest 125 — 3 Janitor Hand Yes — 
Midwest 72 Cans 3 Janitor Cart No — 
Midwest 94 Cans } Janitor Hond Yes —_ 
Midwest 30 Cans 2 Janitor Hand Yes — 

South 90 Cans 1 Janitor Hand No City 
South 56 Cans 2 Orderly Truck No City 
South 58 Cans 1 —_ Hand Yes _ 

South 53 Cans 2 Janitor Cart No City 
South 110 Cons } Janitor Truck Yes — 

South 12 Bag ] Maid Hand Part City 
South 56 Cans 2 Maid Hand No City 
South 66 Chute —_ Maid Chute Yes — 

South 119 Cans 2 Porter Truck Yes _ 

West 82 Cans 2 Janitor Truck Yes — 

West 30 Cans ~_ Janitor Hand Part City 
West Cans 2 Porter Hand Yes — 


























ferent answer in different communities 
At present it is indicated the price of 
baled 


material 


tin makes the salvage of this 


worth while 


Disposal ot glass also requires spe 


cial handling. Increased use of glass 


containers not readily adaptable 


reuse makes these a growing problem 


Glass apparently has no salvage valuc 


outside one's own reuse,” it Was point 


ed out by one respondent 


to store, can 


for 


It is bulky 


do damage to the careless 


handler, and is generally a nuisance 
Certain kinds of 


smashed to conserve space, other types 


containers can be 
are discarded as is. Trucking to a city 
dump is the usual method of disposing 


of glass wastes 





ARE CONTROL SYSTEMS WORTH THE EFFORT? 


UPPLIES 


stitute one of the largest expense 


used in the hospital con 


items. Adequate controls may help to 


keep this cost within reason 


Internal control of hospital supplies 
means the accounting or perpetual in 
ventory system used by the institution 


to maintain a thorough check on the 


purchasing, receiving, storing an 
ng of its standardized items 


There should be a steck record card 


tor each item showing the quan 


ity on hand 2 the quantity on 
order +) the quantity issued to each 
lepartment +) the company from 
which the supplies were purchased, and 


)) the unit cost. These 
recorded on one or more cards and 


may be kept in many different ways 


The order and stock record forms 


shown in the accompanying illustration 


ire used in pairs and the stores inven 
ory record is used singly. These two 
rrangements are typical illustrations 


f good stock record cards 
No system of internal control can be 


ppraised until all are willing to con 


cede that standardization of supplies is 





essential. It is clerically impossible to 


stock record cards unless 


1 
consistently represents only 
ne specific item 

Why should the pre 


ntrol 


lem of internal 
With a stand 


Will be easy to 


be considered ? 
1 type of supply it 


ke replacements and to store and ¢ 


ssuc tems bec iuse everyone Inve lved 


will know what to expect. Thus, the 
statt will be 


thle to function more ef 


tectively. S ipplies should cost less than 





ey do when ¢€ t lepartment Ses 
liffer type of en And the de 
mand should be met quickly, as fore 
sts can be made which should ensur 
lequate stocks on hand 
Any possible means of reducing 
costs and improving service should be 


studied. An inventory or internal 


b 


con 


trol system ofters suct poss ty 
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Special Assistant 
to the Controller 
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There are many reasons why such 
system is desirable. When preparing a 


estimate one must rely upon 


In order to make this 


the monthly perpetual 


inventory reports, compiled from the 
stock 


month's 


record cards and the 


ay uilable 


best 





the 





rures 


items 1S 





st expense 


hat of surgical dressings. A medium 
sized surgic hospital may use more 


than $5000 wertl month. Such a 


dollar volume is important 


| when the 

{ministrator is considering his budget 

for the central surgical supply room or 
the cost of patient care 

Perpetual inventory records furnish 

lata for administrative control. A 


ne pur 
good job. Is 


gent 18 doing a 


deliveries, are his 


rood 
good 


prices low, and is his quality “tops 
Is the storekeeper doing a good job 


by keeping adequate stocks. by elimi 
nating obsolete items, and by not « 


STOCK INE 
How 
r hy 


s job? Is the 


well is the receiving clerk dk 


me lag reasonable 





stockroom 
Are the 


he supplies 


supplies reaching the 
from the receiving room 


yuantities the same when 











were wl 
hey let he receiving roon 
Is the accounts p rle gettin 
Il the discounts he shoul prompt 


payment of invoices? If not, who is 
sing the delay and loss Are che 
nve ccs correct 
Is the stock control clerk on his S 
Are his postings up to late and are 
they accurate? This can be determined 


by rotating and or spot inventories. Is 


e calling the attention of the admin 


issistant to major differ 


ences? A major difference might be 
one drum of floor wax costing $162 or 
substantial shortage of bars of hand 
soap costing $0.01 each 
All of these questions could be an 
a good stock record sys 


The order and 


swered from 


tem stock record C irds 


would serve this purpose very well 


Internal controls furnish records for 


Savings can be 


and 


administrative researc] 


made by avoiding duplication 


waste by specific personnel or depart 





ments. Studies can be made whereby 


two items can be replaced by one, thus 


simplifying the supply problem. Such 
was the case when a 1000 bed general 
hospital eliminated the 8 by 10 inch 


dressing and substituted the 8 by 8 


inch size—the 8 by 8 being one of 


items. Of course 


} 


the regularly stocke 


the medical statf agreed to this change 
An estimated saving of more than 


s | OO is expected the first 
One 
eralls in six months, costing $495 


nly 


year 


250 bed hospital used 127 pairs 


Inasmuch as « twelve the 


men in 


engineering department used hospital 





veralls, the quantity seemed abnor 
mally large. It was discovered that 
there had been a | turnover in la 
bor. Each man had taken his pair with 
him when he quit. This practice was 


Stopped by requiring each man to de 


posit $3 when he drew his set 

The records would show which sup 
plies are increasing or decreasing in use 
nd would enable the storage facilities 
personnel requirements to be ap 
1. It is needlessly 


propriately adjuste 


expensive to buy in small lots or to 
require consistent overtime of em 
ployes. And it is wasteful to have more 


than the necessary Space allocated to 


the stockroom. However, hospitals gen 
erally don't have to worry about to 
much space; they are usually too short 
ft all types of room. Thus, the space 
lyustments would usually have to be 
made within the stockroom itself by 
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rearranging the various items so as to 
provide properly for each item carried 
in stock 

These records would show how new 
items are being used and, thereby, 
would give an indication as to their 
acceptability. The cards would show 
who is using it, in what volume, and 
at what cost 

This might apply to groups of items 
as well as to single items. For instance, 
a new pathology research grant was 
institute. Ac 


provided by a national 


curate cost figures were required so 
that future requests could be supported 
in detail and so that current expenses 
could be kept within the grant’s limits 
The first month the cost for supplies 
$309 over the 


was considerably 


monthly allotment. By using a cheaper 


type of cover-glass—one of the more 


important items required—the figure 
was reduced to less than $200 


The 


most important if its future service is 


reputation of the hospital is 


to be of the highest standard. A good 
community reputation helps to attract 


the better type of trustee and doctor, 


better and more volunteers, and more 
Dishonesty is discouraged by 


money 
making it difficult to steal. Major 
thefts will be discovered and traced 


ind minor thefts will be reduced by 


iny good internal control system 





ACCOUNT fv 
~s 1 MEMORIAL 
TRAY COVERS - PAPFR - - FMPOSSED 15 
RECE F 
oarTe ROER ofecer QUAN vas 


WEAP TG) STar faper Co 


loo = 3.7F 37 S00 Whang 


On the other hand, there are several 
reasons why internal controls are un 
The may the 
For instance, one medium sized 


desirable cost exceed 
saving 
hospital had seventy-two postings per 
month for penpoints valued at $6.21 
and forty-six postings per month for 
rubber bands valued at $2.65. It is 
questionable whether the time spent 
was worth the records maintained 

Personnel must be employed, sup 
plies are required, and space must be 
available if any type of control is to be 
All and 
may be expensive 

It is practically impossible to elimi 
Many em 


instituted these cost money 


nate stealing in a hospital 


ployes take things routinely—usually 


small items. Often the employes do 
not consider it stealing but as part of 
their Compensation in view of their 
low pay. Towels, sheets, paper, pencils, 
soap, small instruments, adhesive tape, 
and drugs are some of the many items 
that are expended via the front or rear 
It is difficult, if not impossible, 


especially 


doors 
to keep track of such items 
when they are used briefly by many 
people. 

Any 


work and might slow down the flow 


control system requires extra 
of supplies. The system might lead to 
excessive red tape and complicate the 


he spital Ss ope ration 


STORES INVENTORY RECORD 


HOSPITA ee 


Gave ™ 7 . BAL BAL 


Forward palmar FSF 
we SR - bb 4 58 
psp | 703-77 | t+ |F7 
10-18 TIL - YF ¥ 53 
M3 PLS see 153 


STOCK RECORD MEMORIAL HOSPITAI 





ITEM P-101 PKG TRAY COVERS - PAPER - CREPE - FMBOSSED 15 x 20 (1900 to pkg) bin 2A 
QUANTITY ; 
o-10-4f far word behanc tv 
10-23 S&P bé sf 
“e-27 | yas 7ST / 57 
e-240 27a Ys ¥ Pe | 
“-3 | PIBSE see 453 


DVIPS PIPPI HIPPY IWPLJMAAAPAA ASN 


ORDER RECORD 
TRAY COVERS = PAPER - 


ORDEREI 


P-101 PKG. 
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Often the doctors do not like con 
trols. They are usually extremely busy 
with their patients and may not be in 
terested. Thus, the administrator must 
educate them 

Some hospitals use standardization 
committees composed of the chiefs of 
services, the purchasing agent, and the 
administrator. This is a sound system 
if the doctors cooperate. One 1200 bed 
hospital has had considerable success 
while a 250 bed hospital, in the same 
area, has not been successful with such 
standardization Committees. 

Any administrative system in a hos 
pital is confronted with the problem 
of the unstable nurse. Because many of 
the nurses change jobs frequently, a 
tight control system is difficult to oper 
ate. This is true because each institu- 
tion has a different procedure. Also, 
the nurses are extremely busy and often 
are not interested. Thus, the adminis 
trator has another educational job. 

Are 
supplies desirable? Having developed 
the reasons for considering the ques- 


internal controls of hospital 


tion and having stated the various ad 
vantages and disadvantages, the fol 


lowing three conclusions must be 
drawn 
First, some type of internal control 


should be provided. The size of the 
hospital will determine the kind of 
procedure to be used. A small insti- 
tution might have several jobs grouped 
together and employ a simple paper 
system. A large institution might have 
separate departments for the various 
jobs, such as purchasing, stockroom, 
receiving, accounts payable, and stock 


records. Such an organization would 


have, of necessity, a detailed paper 
system 
Second, the financial condition of 


the hospital would be a determining 
factor in the type of controls installed 
An small 
might have a manually operated sys 


institution with income 
tem, while an institution with a more 
remunerative practice might have an 
elaborate accounting procedure—fre 
quently using one or more of the vari 
ous types of business machines avail 
able 

Third, much depends upon the par 
ticular philosophies and interests of the 
What are the community's 
the 


community 


feelings about the operation ot 
hospital? The hospital's prestige might 
have much to do with deciding the an 
And the pro 


exists might 


swer to this question 
fessional that 


have some bearing upon the type of 


pre ssure 


system selected 
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About People 





Administrators 

Arkell B. Cook, 
idmuinistrator ot 
Garheld Memoria 


Wash 


’ has 


I lospital, 


nyton, 1). ¢ 


been appointed ad 


oO 


ninistrator 





Evanston Hospital, 


Evanston, IIL, suc A. B. Cook 
ceeding Dr. Roger W. DeBusk. 


at 


Be 
Me 





tore his appomtment Garheld 
mortal Hospital, Mr 
1 ft Monmouth 


ntend 
N. J 


was 
Memorial 


Prior to 


Cook super 


ent ‘ 
Hospital at Long Branch, 
| the | 


that he ni 


in hospital adm 


Joseph H. Faith has succeeded George 
John 
Monticello, 


ippointed 


A. Lindsley as manager ot the and 
Mary E. Kirby Hospital in 
Wl. Mr | 


Lind 
hospital 


sle \ has been 


consultant in the division ot 


hospital construction and services, Illinois 


Department ot Public Health 


Harry C. F. Gifford, tormerly assistant 


to the superintendent, Hackensack Hos 


pital, Hackensack, N aa has been a 


} 


pointed superintendent ot North Country 
( 


sO 


cOUTSC 


Hospital, Glen Cove, 


Gifford is a gradi 


mmunity 


Mr ite of the 


ot Pub 


ha 


intstration, Schoo 


lic Health, Columbia University, ing 


was assistant director of | } : ; 
; : served his administrative internship at 
ersity Hospital, Ann Arbor, Mich. Mr ; 
; ; ; ’ the Greenwich Hospital at Greenwich. 
Cook is a personal member ot the Amet 
: | Conn 


wer 


Ad 


ican Hospital Association and a met 


ot the \r 


nistrators 


nerican College ot Hospital 


Roland G. Eaton took over the duties 











I lospital 





i} pointed 


Dr. Louis Belinson has been 


superintendent of Dixon State 


Dixon, Ill. He 


timy 


is filling the 








ot business manayver ot Rochester Gen wancy caused by the recent death of 
eral Hospital, Rochester, N. Y.. on Jane Dr. Warren G. Murray, who had been 
uarv |. Mr. Eaton has been engaged su lent of the institution — for 
in hotel operation most of his business VENty-sIX years 
life. During World War II he served u . 
' > ; Mrs. Margaret Krueger is the new 
th navy ittaminyg the rank reuten 
, ‘ ; © = uperintendent ot Shelby County Hos 
ant commander in naval intelligence vital. Shelbyville. I! 
J. K. Owen has been made assistant , . 
; George B. Pearson completed his res 
director ot the hospital division of th , ‘ 
: . leney and assistantship at Harris Me 
Medical College of Virginia. He was : : : 
, mortal Hospital, Fort Worth, Tex., and 
formerly administrative assistant to the . 
: is now administrator of Highland Hos 
lirector of the division. , E 
pital, Shreveport, La. He is a graduat 
H. W. Burtness is the new adminis- of the Northwestern University course 
trator of Lutheran Deaconess Hospita hospital administration 
Chicago, succeeding E. E. Hanson, wh« ; ’ 
retired last fa Charles W. Davidson and Robin C. 
Buerki Jr. have been appointed assistant 
Raymond A. Baldwin has been aj Kieovters, Ge. Lake's Maeniial: New Vee! 
= so = I 
‘ 1 administrator Oo Beebe Hospita City Mr Da idson has beer omptroller 
Sussex County at Lewes, Del. M £ ol , , ‘ ; 
rw mMstitution Guring the ist’ three 
Baldwin was tormerly with Memoria years. and since 1942 Mr. Buerl aed 
ospit mil nd, Md | 
Hospital, Cumberland, M Gistvative assistant. has heer concer 
Ruth Cole., R.N., is the new superin hiey with the he ta , ’ 
tendent of Miner's Hospital, ¢ hristopher ind service departments 
l 
Norman Bailey, formerly persont 
lirector of Michael Reese Hospital, Ch 
yo in issistant wiministrator ol 
Len Hill Hospital, New York Cur 
has becn IpPpomnte | di muistrator al 
Knickerbocker Hospi New York City 
Sister M. Milburgis succeeded Sister 
M. Henrica on her retirement as admin ; 
| | 1] . . 
istrator ot St. Joseph's Hospital, Joliet, | Robin C. Buerki Jr C. W. Davidson 
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Dr. S. S. Rooth has replaced Dr. M. L. 


Busch as administrator of Edgewater 
Hospital, Chicago. Dr. Busch ts now 
superintendent ol Mission Hospital, 
Huntington Park, Calit 

Mary Zembko, formerly acting busi 


ness manager of Overlook Hospital, Sum 
N. J., has business man 
\t the same time it was announced 


that Ellen Whitmore has 


mit, ven Named 


advanced irom 


issistant purchasing agent to purchasing 


ivent, and Ann Gambardella, purchasing 
ivent and secretary to the director for 
two Vears, Is Now executive assistant and 
secretary to the director 

Dr. Benjamin 
W. Mandelstam 


| 


has been appointes 


CNCCUTLIVE ‘ 
Nathan Lit 
auer Hospital, 
Gloversville, N.Y 
ding Mrs. 
Walker 


Oot the 


succc¢ 





Jennie 


Denham, who resigned. Dr. Mandelstan 
Was assistant director at Boston's Beth 
Israel Hospital for two vears: prior to 
th il he Was assistant director at | wish 
Hospital ot Brow \ He assumed his 
ote thats Beleaaie | 

Doris R. Sherman, R.N., tormerly di 


Public Hospital, 


rector ol 


i Il] } ' 1 | 
CAIN, 9 is «'C NAMC superim 


tendent of 
been i} 


is 


Sister M. Therese, O.S.F., h 
1 | St 


omted admu Francis Hos 
cceeds Sister M. 


Peoria, I 


la, who served the hospita 


wtrator ol 
pita She 
Ancil 


j 
is ad 


itor lor hac years 


is super 


Balti 


f Har 


Harold A. Sayles | iv! 
wtendent of U1 ersit Hospital, 


itendent o 


Lawrence Brett now administrator 


ot Lexington Memorial Hospital, Lex 
ngton, N. ¢ He was tormerly with 
Warts Ph tal, Durhar N, ¢ 

G ened as as 


- Nelson Watts has resi 
I ! str ontroller ot 


Iria, Va. to 


\lexame 
aweoept tt position ¢ idmuinistrative 
‘ nt « W ington General Hos 
pital, Wi nyton, Del 
( / n Page 184 
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Cutter 





Remove outer Saftiseal by 
1 pulling raised tear tab. 


Cutter’s large-sized tab permits easy 
removal of the tamper-proof metal 
Saftiseal. Cap is easily slipped off in 
one simple motion. 


Saftiflask 


Lift vacuum-sealed rubber 
2 liner from lip and stopper. 


Cutter’s rubber liner assures a com- 
plete sterile seal. When liner is lifted, 
the safety signal of protective vacuum 
is clearly audible. 


Expendable, Sterile, Pyrogen- free, Ready-to-use |. V. Set. Combine this ready-to-use 
disposable set with sterile, pyrogen-free Cutter Solutions in 
Saftiflasks for a streamlined, functional I.V. infusion set-up. 


In addition to the plastic I. V. 
Set shown (also available with 
rubber tubing), Cutter’s complete 
line of expendable equipment 
includes Hypodermoclysis and 
Y-tube sets, Blood and Plasma 
infusion sets, and Donor set. 
Cutter Laboratories, Berkeley 10, California 


Ask your hospital supplier to demonstrate these time and trouble 
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Insert Expendable |. ¥. Set into 
3 outlet hole of Saftiflask stopper. 


Cutter’s specially designed ring of 
live rubber within the stopper allows 
easy insertion of connecting tube and 
secures the tube firmly in place. 


CUTTER 





Solutions in 
SAFTIFLASKS 


saving features of the Cutter line. 
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Volunteer Forum 


Conducted by Raymond P. Sloan 


action by the auxiliary makes 


Children’s Ward a Fairyland 


HE story of how a group of de- 

voted women worked for ten years 
to realize its dream of a_ pediatric 
ward where children would be happy 
though hospitalized was told recently 
when a new building was opened at 
Kenosha Hospital, Kenosha, Wis. An 
important unit in the new building, 
the children’s ward was described by 
one observer as “a pink and blue fairy 
land of appealing color, sparkling glass, 
and storybook pictures 

The story starts ten years ago, when 
Mrs. R. V. Anderson of Kenosha was 
visiting in the children’s ward of the 
old hospital, where she watched a child 
patient recover consciousness following 
The child 


had been injured in an accident 


an operation a boy who 


Was a 


stranger to her, but his agonized cry, 


I want to go home!” moved her so 
leeply that she resolved then and there 
lo what she could to ease the terror 


of hospitalization for children 





Corridor of pediatric department showing special 
wall covering, rubber tile floor, acoustical ceiling. 
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Something is wrong with our hos 
pital,” Mrs. Anderson told a few of her 
friends, recounting her experiences, 
when a young boy is frightened just 
by the sight of a plain ward wall! 
They talked it over and decided that 
something should be done. The five 
bed ward used for children got a new 
coat of paint, refinished furniture, vene 
tian blinds to replace tattered shades 
and light fixtures 

The women then engaged two Ken 
osha art teachers to paint murals on 
the walls. That started them on a ten 
year adventure in the psychology of 
color and children. The bright colored 
murals were too exciting for sick chil- 
dren, they And they 
from nursery rhyme characters to orig 


found switched 
inal murals when they discovered some 
children have pet hates. One tiny girl 
wouldn't go to sleep tor example as 
long as Humpty Dumpty sat on the 


wall over her bed 


Artist Mary Voelz painting a mural of Winken, 
Blinken and Nod in Kenosha's new children's ward. 


A painting of a fairy castle produced 
the desired result with a small boy. 
He spent all of his time imagining 
the many wonderful things that must 
be happening inside the castle,” the 
boy's grateful mother told Mrs. Ander- 
Mrs. Charles 
Lance Mrs 


son and the others 
Miller, Mrs. Gilbert 
Lawrence Baldwin 

In 1939, Mrs. Miller and Mrs. James 
T. Wilson set out to form the Kenosha 
Hospital auxiliary. Together they signed 
twenty-seven charter members 

The auxiliary started a campaign for 
a larger and better equipped children’s 
ward and for reconditioning of the 
They established a me 


and 


nurses home 


morial fund to contributions, 
and they opened 
lobby to sell dolls, trinkets, toys and 


Proceeds went into 


accept 
a small shop in the 


reading material 
a better children’s ward 


a fund for 
The women pitched in during the 
war to help with hospital chores during 
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Antibiotic therapy is greatly simplified when C.S.C. Crystal- 
line Procaine Penicillin G in Peanut Oil with aluminum 
monostearate is prescribed. A single 1 cc. injection (300,000 
units) produces therapeutic blood levels for 96 hours in ovet 
90° of patients, and for JS hours in all patients. For certainty 
of therapy, this preparation need not be given, as a rule, 
more often than once every other day 

Crystalline Procaine Penicillin G in Peanut Oil-C.S.C. 
contains 300,000 units of micronized procaine penicillin per 
cc., together with 2% aluminum monostearate for producing 
a thixotropic suspension. This outstanding penicillin prep- 
aration is free flowing and requires no refrigeration. It is 
indicated in the treatment of most infectious diseases ame- 
nable to penicillin therapy. 

Cirvstalline Procaine Penicillin G in Peanut Oil-C.S.C. is 
available at all pharmacies in economical 10 cc. size rubber- 
stoppered vials (300,000 units per cc.). Also in vials 


containing 300,000 units (1 ce.), in boxes of five vials. 


96-HOUR 
CRYSTALLINE PROCAINE PENICILLIN G 


IN PEANUT OIL 
WITH 2% ALUMINUM MONOSTEARATE 


CSC Phumacalicds 


17 EAST 42ND STREET, NEW YORK 17, NEW YORK 





A DIVISION OF COMMERCIAL SOLVENTS CORPORATION - 
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the nurse shortage. When they made 


it of town trips they visited hospitals 


with Omer B. Maphis spital admin 
sur 1d vt p f directing doc 
n plans for ( ldrens ward 

Nas par if ¢ ww t 
The twelve “dream world murals” in 
he new children’s ward were painted by 


Mrs. Vernon Voelz and Mrs. George 


Pollard, Kenosha artists who have done 











VOrkK for Childrens DOOKS 
The es veryone hopes, Ww ll be 
elig 1 chuckles instead f terrified 
screams from Kenosha youngsters whe 
wake in the new hospital ward 
The walls of the central corridor are 
finished with a permanent plastic n 
terial in pattern displaying Cunning 
peasan hiudres I powder-t € 
background. Walking down this hal 
ne looks through large ghiss panes 
‘ he oms “ Is in glowing 
pink, eac ne € lovely cle 
tely colored I! ral The ve 
metal furn re 1s finished in powde 
iu¢ na sheer Ww ns s 
ne s ligl W“ I S ) thr vy 
he huye side W vs. Bathrooms 
nd closets are as ; se it 
model home 
Through s \ 5 n WwW 
experts ind mat ps K¢ o omer 
ospitals, C¢ n es were worked 
it by those responsible for the decor 
on of the pedia Ww 1 and ese 
have bee f hfully ihered Some 
f then re 
Walls of oms and wards S 
} NK is 1 Ss cx elle 
psychology efte Mm SICK hiladren 
making el OOK nd fee 
ealthic Murals must nm emp 
striking lor shade rasts wl 
y \ | rbing eftec whe 
viewed feveris! 1 over hong 
per 1 f ne Murals 1 st I 
I f i s OK ¢ racte 
‘ fh ve hildren s n 
eve al ¢ 1 fear of one or more of 
en 1 would be frighten Dy 
| ¢ i leligt € Ver 
A i Murals, t me reasot 
s ots V any fierce wild animals 
c\ s Iso § 4 ule 
‘ cs ] \ ‘ 
are sp 1 F g chil 
Iren r ¢ cr st ed ( NTC 
ui ve me! r physic 
tension. Each must als porate 
east ne | \ ¢ K« 
posit n ( < | 
‘ tl pic f ) Xx rT 
e | } 
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tor her restless small patients to emu 
late The eyes of no animal or char 
acter in the murals must seem to look 
directly at the observer (to eliminate 
the effect of being “stared at”). And 
above all, the same kind of beauty 
which appeals to adults and children 
Wike—that of color, proportion and 
form—must surround and comfort the 
child with its healing intluence 

To help the hospital operate its new 
pediatric department, auxiliary mem 
bers serve as volunteer hostesses on 
the children’s Hoor—turning away vis 


tors without permits, assisting with 


the hospital gowns that are mandatory 
garb for all visitors to the department, 
and following up on rules governing 
termination of visits. Auxiliary mem 
bers have also been helpful in explain 
ing to parents of hospitalized children 
why they are not permitted to bring 
candy or other food and why gifts must 
be restricted to washable toys and 
books. “There is much that the visitor 
can do to speed or retard the rapid 
recovery of young patients, an aux 


iliary announcement said. “The special 


regulations protect sick children and 


uid their battle for health 





VOLUNTEER 


ACTIVITIES 





Activities Are Varied 


That active group, the New Rochelle 


League tor Service, which presents an 


nually a winter revue for the benefit 
of New Rochelle Hospital, New Ro 


] 


chelle, N-Y., has other activities besides 


making money. Recently it instituted 
story telling hour for little patients 
n the department of pediatrics. From 
t o'clock every Tuesday and 
Thursday a league member reads 
res tO the ci ildren and plays records 


f nursery rhymes, children’s tales, and 


*s. The record and book library 


ind donations are being 
solicited locally by the league 
Playroom for Convalescents 


A large playroom ofters entertain 


recreation for convalescent 






ren of various age groups in the 
pediatric department of Mercy 
tal, Hamilton, Ohio. Excitement 
layroom at the moment 





I 
1 toy Cart starts to move. The Junior 
Women's League of the hospital has 
e cart with toys of enchant 


ng interest to the children; there are 


picture and story books on the cart as 

" } 1 ] 
well as games an individual and 
roup toys 


The Oldest of These 
Four ofhcial women’s groups aid 
Shadyside Hospital, Pittsburgh, and the 


s Associa 





! 
n. | led back 1 1869. it wa 
n nded back in | it Was 
riginally composed of twenty-four 
women whose object was the 


patients. Now the 





group, still thirty-four mem 
hers S semi-official board of man 
gers representing Community interest 

the conduct of the hospit ind the 





velfare of its patients. Members visit 


and inspect the hospital regularly, re 
port on conditions and needs, and pro 
vide many improvements 

Now the able Mrs. A. K. Oliver, 
who has been president of the Ladies 
Association for twenty years, has given 


over the reins to Mrs. Thomas Watson 





wife of the president of the boa 


trustees The resourceful and 


practical 
Mrs. Oliver. however, has not lost in 


j 


terest in her pet project; today she ts 


serving as vice president of the wom 


ens group 


Dancing School Makes Money 


A successful money raising scheme 
is the children’s dancing school in 
Minneapolis run by the Junior Board 
of Northwestern Hospital 


the main money raising project for the 


It is now 


student nurse recreation fund. The 
dancing school, held in a community 


church, has classes on Mondays and 
Fridays from 3:30 to 4:30 for children 
from 4 to 6 years old, and on Fridays 
from 4:30 to 0 for children from 
aie 2 

The senior auxiliary at Northwest 
ern recently transformed a shabby and 
barren recreation room for the resident 
taff into a good looking lounge. The 
room was officially opened last Decem 
ber with the ladies inspecting it just 


prior to their Silver Tea 


They Read Everything 


Other hospital auxiliaries may find 
that foreign language books are pop 
ular as sick-bed reading. This was the 
discovery of an auxiliary group at 
( edars ot Lebanon Hospital, Los An 


veles. Fiction and 


mysteries, of Course 
top the list of books requested by 
patients, with humorous books and 


magazines following 
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KWELL 


; 4 he outstanding scabicidal 
] and_ pediculicidal proper- 


ties of Kwell Ointment were An 


again reaflirmed in a recently 
Outstanding 
Scabicide 


and 





reported study. Cannon and 
McRae! treated 100 cases of scabies and achieved 
clinical cures in all patients. Sixty-one patients re- 
quired but one application, 36, two applications, and 
the remaining 3, three applications. Subjective relief 
was apparent in 2 to 3 hours in a few patients, and was 
n 24 to 48 hours in half the patients. No 


omple te 





instance of dermatitis was observed, and no evidence of 
sensitivity was obtained on subsequent testing. Kwell 
Ointment was applied in the presence of secondary 
infection without adverse results; in fact, control of the 
infestation permitted prompt healing of the super- 
imposed dermatitis. Equally good results were obtained 
in a small series of pediculosis corporis and pubis. 

This outstanding performance of Kwell Ointment 
has been previously reported.2;3 Its sound clinical and 
experimental background merit its use whenever a 
diagnosis of scabies on pedi ulosis is made 

Kwell Ointment containing 0.5 per cent of the 
gamma isomer 1,2.3.4,5.6.-hexachlorocyclohexane is 
available on prescription in 2 ounce and 1 pound jars. 


Literature to physicians on request. 
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Pediculicide 
1. Cannon, A. Benson, 
oe and McRae, Marvin E.: 


Treatment of Scabies, ].A.M.A. 


138:557 (Oct. 23) 1948 


2. Wooldridge, W. E.: The 
Gamma Isomer of Hexachlor- 
ocyclohexane in the Treatment 
of Scabies, J. Invest. Dermat. 
10:363 (May) 1948 

3. Niedelman, M. L.: Treat- 
ment of Common Skin Diseases 
in Infants and Children, J. 
Pediat. 32:566 (May) 1948. 
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Medicine and Pharmacy 





Teamwork Is the Essence 
of Good Medical Care 


DEAN A. CLARK, M.D. 
Medica! Director, Health Insurance Plan of Greater New York 


N GENERAL, we can accept any 
one of several definitions of the 
term group practice, all of which stress 
five factors |) there are several phy 


sicians (three or more has been sug 
gested as a minimum number by the 
Public Health Service these phy 
sicians are expert in more than one 
special field of medicine (three ortho 
pedists associated with each other, tor 
instance, would not be considered 
group in the sense meant here 5 
the physicians are systematically asso 
ciated, as in a partnership or as paid 
members of a statt of some organiza 
tion (hospital, industrial firm, labor 
inton, Cooperative 4) income from 
practice is pooled and, after overhea 
costs, reserves and so on have been 
provided for, is distributed among the 
physicians on some basis other than 
solely the amounts paid to the group 
by the particular patients of each, and 

the physicians use in common the 
professional facilities and the assisting 

, 


professional, technical and clerical per 


sonnel 


GROUPS ARE OF MANY KINDS 


There are many kinds of groups, t 


example, those which provide a general 


medical service as distinguished from 


those whose practice is mainly devoted 


to reterred cases. Sources of income 





vary from. those supported 
fees-for-service by in 

patients to those 1 de 

pendent on prepayment in 
industrial or labor organization, or 
health agency (ofhcial or voluntary 

for their livelihood 

Condens¢ from a pape t sente to the 

Ame in P Health As ior is 


The £:nd of group makes little dif 
ference here although the “kind” does 
atfect quality of service in many subtle 
and important ways. It is the group 
method itself in relation to quality of 
care which is important. Nor are we 
greatly concerned with the particular ad 
ministrative structure involved, whether 
partnership, corporation, Cooperative 
and so on, although this, too, obviously 
can have great importance in consid 
erations of quality. We shall emphasize 
nstead the factors common to virtually 
ll kinds of medical groups, however 


they make their professional living 


It seems to me that group medical 
practice per se tends toward improving 


lical care because of 





the quality of me 
the incentives it brings about in two 
separate, though intimately related, 
ireas, namely, the professional and the 
economic. In professional matters, the 
qualitative advantages of the group 
method arise from factors such as the 
following 

The individual physician has easily 
watlable to him, in a medical group 


1 skills of his medical col 


the varied 
le gues ind associated personnel He 
sually has access to technical facilities 


such as laboratory, x-ray and physical 
therapy equipment, vastly superior t 
what he as an individual could afford 
r could ethiciently utilize. These asso 


} 


ciations stimulate and educate the phy 


sician as a member of a team. His 
specialized colleagues may be called in 

moment's notice; his daily work 
in the nature of things, is constantly 
he scrutiny of the other physi 
cians of the group, senior and junior 
In such circumstances, any man wants 
to do his best—and 


he expects their 


yest from his associates 





Other professional advantages work 
toward the same end. A group may 
arrange systematically for free time for 
its individual members, whether for 
recreation or study. The young physi 
cian in a group may immediately exer 
cise, under suitable supervision, the full 
range of his professional capacities in 
stead of being obliged to wait, as is all 
too common in individual practice, for 
patients to accumulate while his hard- 
earned skills grow rusty 

It is thus clear that the professional 
influences in a medical group are an 
inducement to the improvement of the 
quality of service rendered by its phy 
sicians, individually and collectively 

In the economic area, the influences 
are no less conducive to our purpose. 
First, the group method, by its very 
character, makes for economies which 
aid rather than hinder professional 
quality. The ability of a group to obtain 
at relatively low cost to each individual 
physician better technical equipment 
and personnel than its physicians could 
atford separately has already been 
mentioned. Additional economies are 
achieved by the fact that this equip 
ment and personnel can be used to 
greater advantage by the group than 
they can by an individual physician 
Many a general physician, for example, 
has in his office costly x-ray and phys 
ical therapy equipment which he can 
use but a few hours each day, but in 
a group such equipment can be kept 


busy to the limit of its capacity 


NET INCOMES ARE HIGHER 


Second, physicians in group practice 
are likely to earn, whether because of 
the economies achieved or some other 
reasons, much higher net incomes, on 
the average, than do those in individual 
practice. A recent study by Medical 
Economics, for instance, showed that 
in 1947 whereas physicians in solo 
practice received an average gross in 
come of approximately $18,000 and a 
net of $11,000, physicians in partner 
ship or group practice averaged $27,000 
gross and $16,500 ner 

While amounts of earning are ob 
viously not necessarily Commensurate 
with quality of care, the possibility of 
i better living would seem bound, in 
the long run, to aid in attracting the 
better trained physician to group prac 


tice. The advantages of steady income 
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The dihydro 
form of 
streptomy¢ in 





ihydrostreptomycin Squibb 


PERMITS HIGHER DOSAGE FOR MORE PROLONGED PERIODS 


WHAT IS IT? A potent antibiotic compound derived from streptomycin by re- 
duction with hydrogen 
WHEN Is Tl , * 
INDICATED? Like strept mvcin, as an adjunct to other measures in tuberculosis. 
Phe antibacterial activity of Dihydrostreptomycin usually parallels 
OW De ' 
H DOES that of streptomycin in tuberculosis. Resistant strains of organisms 


IT ACT? , , ] 
appear to develop as rapidly as with streptomycin. 

Dihvdrostreptomvcin is significantly less neurotoxic than strepto- 

WHAT ARE ITS 


4 


ADVANTAGES: 


mvc and he nee Can be viven in larger dose s and for more pro- 
longed periods. In addition, patients showing allergic reactions to 


streptomycin have been able to continue with the dihydro form. 


HOW Is IT 
- Only intramuscularly, pending further clinical studies. 
ADMINISTERED! 

Daily doses of 2 grams of Dihydrostreptomycin Squibb mav be 


WHAT Is THI given sately for periods equal to those in which streptomycin has 


DOSAGE? been restricted to ] gram a dav provided the re is no renal dysfunc 


tion. Average dosage—1 to 2 grams daily in divided doses every 


12 hours 


20 ce. vials containing the equivalent of 1 Gm. streptomvecin base 


HOW SUPPLIED? ms pe 
0 ce. vials containing the equivalent of 5 Gm. streptomycin base 


E.R Squibb & Sons, New York 22. N. Y. 


Sal ‘LBB a leader in antibiotic research and manufacture 
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general practitioner and the various 


vecialists with one another 


ettects of these relationships 


pon the care of patients Clearly, from 
the patient's point of view, he should 
be referred to the various types ot 
specialists and for laboratory and x-ray 
is frequently as neces 


management of his Case 


ccording to the best standards of 
scientific medicine, but no more so 
Obvious! the exact optimum for 


s often impossible to 


etermine in any Liven Case but over 


run, something very close to 


t can be achieved in a well organized 


medical group or on the wards of a 
reaching ne spit I There is no doubt 
the optimun n be and some 

mes is achieved in solo practice 
especially tor rel vely well educated 


nd well-to-do patients. But the bar 


r< proper SC f teamwork 1n 
livid Practice make ittainment 
t goal exceedingly difficult at best 





sol 1 prac ¢ may refer his patients 
ers © infrequently. He may 

f ‘ S¢ ers services, for one 
ig. simply be se s years in sok 

( \ so limited the horizons 

t s knowledge that he does not 
en re ( s patient might gain 
trom spe ests or consultants’ opin 
} He n estitate, too, to refer 

| é t nsul n i ther 
special ser { S¢ fr the cost t 


This s n may also obtain in 
pp r if se, but to lesser 

ali y¢ he firs place the 

p ont € fees for 4 the 
ervices the patient needs and can ten 
| he wind when necessary, while the 
ndividual practitioner usually cannot 
eat ntluence the fees set by the 
Vid i consultants to whom he re 
fers | Nts. Second, it is the practice 
Mil ] 1 gr ps ind 1 ood 

pr € it 1s, too, for improving quality 
make no charge tor consultations 
pecialists fees are charged only when 
pacer s been transferred to the 

y list f nuing study or treat 
Probably he strongest motive 
gainst utilizing reterral services to full 
eHectiveness in individual practice ts 
mp ve element. In its crudest 

torn s means that a physician may 
reter s patient to another phy 

mn for fear that he may lose his 

{ { nd his tee) permanently to 
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a completely IEW approach 
to cough relief 


‘he antispasmodic and decongestant action of 
BENYLIN EXPECTORANT combats cough, re- 
laxes the bronchial tree, diminishes bronchial 
congestion and alleviates nasal stuffiness, sneez- 
ing and lacrimation. Containing no narcotics, 
BENYLIN EXPECTORANT combines Bena- 
dryl® hydrochloride, 10 mg. per teaspoonful, 
with other remedial agents for safe, effective 
control of coughs due to colds as well as those 


of allergic origin. 


BENYL 
EXPECTORANT 


promotes liquefaction and removal of mucous 
secretions from the respiratory tract. The de- 
mulcent action of its vehicle soothes irritated 
mucosa. Acceptable alike to children and adults, 
its pleasant, mildly tart taste avoids the objec- 
tions to cloying, overly-sweet preparations. 


DOSAGE: One or two teaspoonfuls every two to three 


hours, as soon as possible following appearance of symp- 


toms. Children, !: to one teaspoonful every three hours. 


BENYLIN EXPECTORANT contains in each fluid ounce: 





Benadryl Hydrochloride no meg 
diphenhydramine hydrochloride, P. D. & Co.) 
Ammonium Chloride l2 gr 
Sodium Citrate er 
Chloroform 2er 
Menthol 1/10 gr. 
BENYLIN EXPECTORANT is supplied in 16-02. and gallon bottles, 
CAL 
‘ vi. 
s / 
PARKE, DAVIS & COMPANY ¢ DETROIT 32, MICHIGAN = - 
a 
¢ we os 
» 
yreR 
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More subtly, it 


may 


the second doctor 


means that a physician tear that 
by calling for frequent consultations 
he will undermine the patient's confi 
dence in his own ability. He may be 


lieve that his reputation for self 
reliance, broad medical knowledge, and 
skill will suffer among his colleagues 
if he Most 


f all, perhaps, he may fear that the 


consultant will find errors in his work 


calls on others too much 


ind “show him up” to both the patient 
nd the profession 

For all these reasons and for at least 
one more, namely, the sheer physical 
inconvenience to the patient of going 


mak 


ing numerous appointments with vary 


about from one office to another 


ing periods of delay before seeing the 


] 


litferent doctors, and so on, there ts 


in inevitable tendency in individual 


practice not to employ the whole medi 


cal team to the extent it should be used 


for realizing the full potential of mod 
| 
l 


ern medical service of high quality 


The physician in solo practice, there 


fore, is often obliged to try to perform 


j 


i range of service up to and sometimes 


beyond the limits of his technical 


Capacity This, of course, adversely 


attects the quality of service obtained 


by the patient and mn the long run 


tends to produce in the physician a 


habit of superficial performance, trust 


ing in luck and nature that his lack of 


} ] } 1 
thoroughness and specialized know! 


edge will not cause errors resulting in 


serious disablement or deat! 
FEE-SPLITTING REARS ITS HEAD 


On the 
doxically, the 


other hand, somewhat para 


individual 


pi ysician in 
practice may under some circumstances 
\ 


reter his patients too frequently 
other physicians. Here the practice ot 
tee-splitting rears its ugly head. Fee 
splitting, like the other evils men 
tioned, does not occur because of any 


of physicians to 


perpetuate 


practice but arises almost in 





ial practice system 





will continue, in spite of all 


ind professional pronouncements 


in be devised, as long as this system 


s the prevalent method of practice 


Here 


idvances in 





Dasic reason is the 


again, the 


medical science whic 


make specjalization a necessity 


can hardly expect the general physician 


who has correctly diagnosed case of 


appendicitis on a $10 house call nor t 


j 


feel that he deserves a lot of the credit 


for saving the patient's life and nor t 


at the surgeon's $200 or $300 fe« 





with some envy. Moreover, one can 


understand that the specialist (partic 
ularly the young one, just starting in 


practice) in a fiercely competitive sit 


uation may yearn to reward tangibly 


the general physicians who most assist 
him in building up his practice by re 
terring cases to him 

It is not the act of splitting a tee 


however, that makes this practice an 


evil and an impediment to a_ high 


quality of medical care. It 1s, rather, 


the fact that the split is unknown to 
the patient and unregulated in amount 
and volume. Thus, the patient does not 
know when he buys a pair of eye glasses 


from an optician for example, that 


part of what he pays may go back to 


the doctor who referred him to that 


optician. The same goes, of course 


for x-ray surgical pro 
j 


cedures, 


examinations, 
and so on 
The result of hidden fee-splitting 
naturally is that if a sizable split is in 
he offing the physician may be tempt 
ed to refer patients more frequently 


than is medically necessary and, equally 





to send his cases to the doctor or 


atory or optician who gives the 


biggest kickback rather than the one 


professionally most competent — to 


ndle the case. The magnitude of the 


practice of tee-splitting may perhaps 


be gauged by the fact that more than 


1000 eye specialists—about one-half of 


se in the United States—were in 


volved when the U.S. Department of 
Justice sought to stamp out rebates in 
ustry 
The utter futility, under our individ 


| practice system, of expecting the 


medical profession to cope with this 
evil is illustrated by what occurred in 
New York City in the fee-splitting 
scandals under workmen's compensa 
tion a few years ago. Almost 2800 
physicians were charged with partici 
pation in the fee-splitting racket 


were definitely exonerated More than 


LOOO) were 
yMicated A 


tO) prac tice 


lefinitely found to have 
pbeen few 


lost 
j 


icine. But a 


im} 
licenses me 


} 


ligent 


personal search of the pub 


lished records of 


Mm New Y 


nstance in which any of the 


all medical socie 


ties 
ork fails to disclose a single 
remain 
900 implicated” phy 
| 


lefinitely 
sicians was suspended or expelled by 


medical society. This is a commen 
the durability of 
in the individual practice 
ability of 


set and maintain 


ry not only 


1p n 


system, but also upon the 


medical societies to 


professional standards in general. It 


S in interesting contrast with the 


promptness and vigor displayed by 
medical societies in disciplining mem 
bers who participate in group practice 
associated with prepayment plans for 
comprehensive medical care 

sometimes con 


Group practice 1s 


sidered to be a type of fee-splitting 
This is true in the sense that a patient's 
payment is divided according to the 
group's internal administrative pro 
visions and does not go exclusively to 
the doctor or doctors who treated that 
particular patient. But group practice 
most emphatically is not fee-splitting 


in the sense that this open division ot 


phy sicians Of a 


kickback 


income among. the 


group is never a paid for 


favors received 


PATIENT KNOWS THE SCORE 


The patient knows all along that he 
is paying the group for his service, not 
an individual physician, and he fully 
expects the group to divide its income 
equitably among its members. So di 
vision of income by the group method 
completely eliminates the evils of the 
hidden kickback system and yet, at the 
provides a distribution of 


income among general physicians and 


same time 


specialists more equitable than is pos 


sible in solo practice unless fees are 


split 
Earlier in this paper it was said that 


group practice was almost automat 
cally conducive to a high quality of care 
Now thing, 
physicians in group practice are still 
like the 


along harmon 


almost For one 


tor the 
human beings and rest of us, 
they do not always get 
ously, on either professional or eco 

The very closeness of 
their day-to-day relationship tends to 


nomic gr yunds 


emphasize any differences among the 
loctors in a group much more strongly 
than would be the case among the same 
individual of- 
This 


methods of 


men in twenty or thirty 


tices scattered all over town 
} 


of course, that good 


means 
self-government, of administration, and 


t settling disputes are essential for the 


successful operation of any medical 


ure up 





Then, too, group practice can and 


sometimes does develop an impersonal 


titude toward patients which may re 


sult in physicians dealing with people 


is case numbers or case “material 


rather than as living persons with emo 


tions, home difficulties, and business 


problems, living in a community. This 
is by no means inherent in the group 
method but must be guarded against 


or corrected if 


One of the 


it appe ars 


principal safeguards 
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@ MOTOR-ELEVATED 


@ PROVIDES EXTREMELY 
HIGH and LOW 
POSITIONS 


@ FOR ALL EXAMINATIONS 
AND TREATMENTS 










Examination and 
Treatment Table 
(Model A) 
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MODEL A, TYPE 1 





Effortless raising and lowering by slight toe 
pressure—plus—easy adjustment of head, back, 
seat or leg sections from full horizontal to 
chair... means less labor—more time to serve 
more patients. Air foam rubber comfort. 
Rotates 180°—range of elevations, 23” to 41” 
or 27” to 45”, from top of table to floor. 


EXAMINATION and TREATMENT TABLE... 
For doctors who prefer a “one-piece” table, 
you'll want the Ritter motor-elevated Exami- 
nation and Treatment Table (Model A). Low 
23” to high 41”. Tilt to 20° head low, or 5° 


foot low. 


Now is the time to choose the Ritter Tables 
which can best help the doctors on your staff 
to serve more patients. Ask your surgical dealer 
for a demonstration or write us for descriptive 


literature. 








against such an impersonal attitude 


used by many groups is to make sure 
that each patient of the group has one 


usually physician whom 


family doctor and 


a general 


he regards as his 


who, in his turn, assumes real respon 
sibility for the welfare of that particu 
lar patient ac all times, or at least until 


the patient (or the doctor) decides he 


should be under the care of another 


physician 
Limitation on choice of physician 
sometimes makes both patients and 


physicians distrust group practice. It is 


sometimes claimed, indeed, that the 


10 minute 


competitive element in tree-choice in 


j 


dividual practice is a stimulus toward 


improved quality in the service ren 


dered by the competing physicians 


This seems at best a dubious conten 


tion, for the untrained “customer” is 
exceedingly poorly equipped to judge 
the quality of a physician's service and 
likely be mostly by 


factors having little to do with quality 


may influenced 


For shoes or iceboxes or even poli 


ticians the public may have some basis 


to make a judgment, but how can it 
evaluate a surgeon's skill or a bacte 


ridlogist’s competence? 


immersion 


in Edisonite 
Strips away stains 


Replacing tedious 
instrument scrubbing 


NOW... CLEANSE SUR¢ 





7ICAL INSTRUMENTS 


WITHOUT SCRUBBING 


MANY NURSE-HOURS per week are being saved in hospitals where time- 
consuming instrument scrubbing has been replaced by the new method 
with Edisonite Surgical Cleanser. However many or long-dried the in- 


struments, whether metal, glass or rub 
film-free after a 
“chemical fingers.” 


ber, all come spotlessly clean and 


10- to 20-minute immersion in Edisonite’s probing 


THE EDISONITE FORMULA cleanses swiftly, thoroughly, without mechanical 
effort, by the detergent action of two modern chericals—Sodium Hexa 
Meta Phosphate* and Sodium Laury! Sulphate. Sodium Hexa Meta Phos- 


phate combines with proteins to form 


a non-ionized soluble compound, 


thus hastening the disposal of blood and tissue. Sodium Laury! Sulphate 
causes lowering of tension at the surface of foreign materials, rapidly dis- 
persing blood, oil, fats and tissues into the solution. Instruments are ready 


for the sterilizer immediately after rins 


HARMLESS to instruments and to hands 


finish. Protects hands from soap derma 


ing—without inspection. 


. Aids in maintaining bright metal 
titis 


EDISON CHEMICAL COMPANY 30 w. wasHINGTON St., CHICAGO 


YOUR TRIAL SUPPLY IS READY! ; 

MH 3-49 ! 

: . EDISON CHEMICAL COMPANY ' 
Ed ison ite 30 WEST WASHINGTON ST., CHICAGO : 
4 Please send me, without charge, your generous Trial Supply of 1 
Chemical Edisonite Surgical Cleanser’ 1 am a (7 Admunistrate - 
6 Purchasing Agent Surgical Supervisor i 
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On the other hand, the kind of com 
petition found in individual practice 
places an emphasis on quantity of serv 
ice and upon the money received for it 
that certainly distracts the doctor's at 
tention from its qualitative aspects, to 
put Healthy 


exists within medical groups, as has 


it mildly competition 


already been pointed out. Vigorous 
competition often exists between two 
or more medical groups also. So group 
practice can make use of the good fea- 
tures of competition, which are con- 
ducive to high quality, while avoiding 
most of the bad features, which do it 
harm 

To 


Choice 


return to choice of physician 


naturally zs limited within any 
one group, although patients may, of 
course, leave the group entirely if they 
wish, and the choice is in any Case 
much less limited than is that of the 
patient in the ward or outpatient de 
partment of a voluntary or public hos 





pital, Most groups encourage their 
patients to select freely among the 
physic who are competent in the 
particu field of service they require 
Groups also permit patients to change 
physicians if they wish. On the posi 
ve side, a group is in an excellent 
position to guide a patient intelligently 
in the choice of the physician best 
suited to his needs. Such guidance 
seems usually to be gratefully accepted 
by the patient, if it is given tactfully 


nd thoughtfully 


Some groups have irritated their pa 
ients by a confusing welter of admin 
strative detail, numerous records to be 
made out, involved appointment sys 
tems to be dealt with, complicated pro 


cedures to be followed, puzzling mazes 


f corridors, €xamining rooms, labora 
} 


tories to De solved and so on These 


re real danger points, especially in a 
but 


avoided by 


large most of them can 


group 
usually be the exercise of 
i little skillful 


trative 


and patient adminis 
effort 

Another frequent charge is that, in 
physicians are likely to 
accessible consulting 


x-ray services too freely 


in other words, to show a tendency 

to give every patient “the works, 
whether he needs it or not, often at 
extravayan expense This obviously 
can happen. But studies of numerous 
groups in il Operation indicate that 
happens infrequently and need not 
ppet I] Indeed, an interesting 

1V 1 i¢ Wo Vears ago by the Penn 
vail Hos} lL Association showed 

m several s mniple private groups 
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patients’ total fees for accessory serv 


ices were considerably less than they 


would have been for the same services 
through solo 


procured practitioners 


and in several instances less than the 


fees would have been in voluntary hos 


pital outpatient departments. As a 
matter of fact, a well administered 
group can control excessive use of such 
services far better than can individual 


practitioners 


said that 


Finally, it is sometimes i th 
physicians in medical groups tend to 
being 


stick too close to their building 


reluctant to make home visits or go to 
rural areas. This also can happen and 
has happened 


called 


ever, this weakness is not inherent in 


particularly in the so 


reference” groups. Again, how 


the group method. Many groups dili 


successfully established part-time or 


full-time outposts in small towns or 


rural areas which were so small or so 


poor that they had for years been un 


able to support an individual practi 
tioner. But because the outpost doctor 


also could spend part of his time in the 
group's center and could send patients 
for complicated problems, the 


group could 


there 


easily afford to serve the 


litle Community without mileage fees 
or hurried, long ambulance trips 


It can be seen, therefore, that there 


ire indeed many problems to be solved 


] 


ind many dangers to be avoided if 


group medical practice is to provide 
the high quality of medical care it is 
potentially capable of rendering. Still 
of 


mately a part of the group method that 


none these appears to be so inti 














gently serve the people of their com it cannot be successfully attacked if 
munities at home or wherever else they patience, intelligence and energy are 
need to be cared for, and some have levored to it 
Prepared by the Committee on Pharmacy and Therapeutics 
University of Illinois College of Medicine, Chicago 12 
NEW sulfonamide of considerable examination of various tissues and or 
L promise is 3,-4-dimethyl-S-sulfa gans 
nilamido-isoxazole. This compound The last group was kept on the 
has been reported in the medical lit lier for 182 days and received a total 
ecature by its experimental designation losage of Gantrosan as high as 245 
Nu-445.” It will shortly be available yg. kg iverage daily intake 1.3 
under the proposed trade name “Gan gy. kg.). There were no significant 
trosan changes in the blood picture. No path 
° 
H i} 
go “\ H,N oo ed we 
H.N SNH —C CH ° | [ 
il + vr Q - 
x= NH “Cm 
H N 
H 
SULFADIAZINE GANTROSAN Nu-445 
PHARMACOLOGY logical changes attributable to the 
Toxicity. As with other sulfona lrug were found and it is highly sig 
mides, the acute toxicity is low, the nificant that no kidney calculi and no 
oral LD.» for the rat and mouse being nhibition of normal growth occurred 
lO g. kg calculated as the free sul in these animals 
fonamide Schnitzer, Foster and their Gantrosan S remarkably good 
co-workers studied the chronic toxicity solubil Ove wide pH range. The 


feed! 


conraming 


of Gantrosan by ng twenty 


itS « 


a 


young r 
Gantrosan Ss were 


for hi 





at different 
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practical importance of this high sol 
lemonstrated 
lowing 


Ll 
h} 


experiment \ 
94 g 


its received O 


sodium salt of Gantrosan by daily oral 


idministration for a period of ten days. 
The 


no crystalline deposits or pathological 


animals were then sacrificed and 


changes were found in the kidneys 


If, however, other sulfonamides were 
given to rabbits under comparable ex 
perimental conditions even smaller 
doses of these drugs produced crystal 


all 


characteristic symptoms of oliguria and 


lization in the kidney with the 


iid reaction 
Blood levels. The Bratton-Marshall 
method can be used for the determina 


ot 


of Gantrosan seem tg be of about the 


tion Gantrosan. The blood levels 


order as those 


same previously re 
ported for other N!'-substituted sul 
fi namides The intravenous adminis- 


tration of D.ODO g kg 
blood concentration of 8 mg. per cent 
itter halt fell to 2.2 
mg. per cent after three and one-half 
hours. The 

Gantrosan diet 
of 12 to 


that receive 


in mice gave a 


an hour which 


rats on the per 


showe d bk x rd 


cent 
levels 
The rabbits 
ot 


levels of 


18 mg. per cent 
g. kg 
ium salt per os daily 


lO to 


1 0.794 the so 


Lave 


0 mg. per cent on the eighth 
lay. Forty-three to sixty-one per cent 
f the orally administered drug was 


eliminated through the kidneys and 


he larger part of it (68 per cent) in 
the unacetylated form. The ratio of 


the free to acetylated compound was 


E. K. Marshall 
I tion of Gantrosan in the body 
ind found from that 
sulfonamides. Sulfanila 
fapyridine 


| } , 
ight degree in t 


Jr. studied the dis 


that it differed 
ther 
] are localized tO 

Sulfathiazole, 


issuc 





iazine, sulfapyrazine and sulfa 


merazine penetrate tissues tO a lesser 


extent since they are distributed in a 


volume corresponding to 45 to 55 per 
ent of the body weight. Gantrosan 
hand, ts distributed in a 


volume corresponding to only 25 to 


0 per cent of the body weight 





t 
This observation that Gantrosan is 
listributed only in the ex- 
tluid has two important 
nplications. First, the same 
mount of Gantrosan should give 
blood levels about twice that of sulfa 
fiazine or sulfamerazine, and three 


concentration of sulfanila 


mide. Second, the apparent failure of 

s new drug to penetrate cells should 

mak ess than those sulfona 
mides which enter the tissues 

Leta! il spectrum. In general 

e antibacterial spectrum of this new 

sulfonamide is similar to that of sulfa 


The MODERN HOSPITAL 





sergeon C) ig Ss 


The routine, prophylactic use of Prostigmin is (mX Pith} 


sound therapy, since postoperative abdominal dis- 


g ei » 
tention is more easily prevented than treated.” : ; 17 | : % 
iy Ad CO: 
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patient ate 


If “gas pains’ can be minimized and need for the a ” he Via 
catheter reduced or eliminated, certainly the _ — a . a 
Sat I 

Sent = 


convalescence. ae \- — ob 


patient enjoys a smoother, more comfortable 


BVUCIIE 


When the prompt use of Prostigmin helps post- 
surgical patients void spontaneously and reduces 
the discomforts of distention, floor nurses are 
saved many calls. And what a blessing that is in 
these all too busy days! 








T. M—Prostigmin—Reg U S Pot. OF. Prostigmin Methylsu'fate is the Roche Brand of Neostigmine 


Methylsulfate P 
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CLINICAL REPORTS 








tro showed it moderately ettec Urinary tract infections, As might 
tive against Most gram-positive organ be expected, Gantrosan is of particular 
isms but wit! detinite bacteriostatic nterest t urologists because of its 
effec gainst certain gram-negative wcbacterial spectrum and high solu 
b cteria ly inimal experiments bil t\ Among those who have pub 
demonstrated the efficacy of Gantrosan lishe reports on the use of Gantrosan 
igainst three types of Group A strau in urimary tract infections are Sarnott 
streptococci hemolyticus; type 1, Il and Freedman and Hyman, Lazarus and 
Ill pne Monococct staphylococci ( Schwartz Rhoads Svec and Rohr 
diphtheriae; meningococci, S$. schott Haines and Miceli; Narins, and Rodg 
muelleri: Klebsiella A and E. coli. The ers and Colby. Sarnoft reported on 
tro bacteriostasis against E. col tourteen cases of Bacillus proteus in 
could be almost completly inhibited fections of the urimary tract. Gan 
by p-aminobenzoic acid rosan apparently favorably intluenced 


avy wits CONFIDENCE 


when the LABEL says... 





Medical gases—life giving prod- 
ucts bought sight unseen—yet 



















relied upon so completely for 
their qualities! Among these, 
the Puritan Maid label on gas 
cylinders stands as your visible 
assurance of dependability 
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ot contents. 
Proved by 
for more than a third of a 
century,the purity and reli- 
ability of Puritan Maid 
Gases have been estab- 
lished in the medical 
field ... the outstand- 
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106 


eleven cases and in nine produced bac 


teriological reversals consisting of 
three successive negative cultures. A 
review of the literature indicates that 
Gantrosan will produce a bacteriologi- 
cal reversal in a considerable propor 
tion of infections due to Bacillus pro 
teus and Bacillus coli. The results in 
Bacillus 


domonas aeruginosa) infections have 


treating pyocyaneus (Pseu- 


not been consistent 


Rhoads 


and his associates treated seven cases 


Menimegococcus menineitis. 


with Gantrosan as the sole bacterio- 
agent and had no failures 
Miscellaneou 


been reported to be 


Gantrosan has also 
ettective in the 
treatment of respiratory tract infec 
tions, erysipelas, scarlet fever, cellu 
litis, otitis media and tonsillitis. Rhoads 
and Schram compared the effectiveness 
of penicillin and Gantrosan in_ pre 
venting bacteremia following tooth ex 
traction. A control group which re 
ceived no 


preoperative medication 


showed positive blood cultures for 


nonhemolytic STTEPLOCcoccl im >) 3 per 
cent 
Twenty-eight received 
500,000 
oil ILM. two hours before extraction 
j 


ot these, two had 


patients 
units procaine penicillin in 
blood cul 
100,000 
inits Of penicillin in aqueous solution 
there 


Positive 


tures. Eight cases received 
two hours preoperatively and 


were no positive cultures. Eighteen 
patients received two grams of Gan 
trosan orally two hours before extrac 
tion and none of these developed posi 
tive blood cultures 

Rodgers and 


relation be- 


Blood levels in. man 
Colby failed to find any 
tween the blood or urine sulfonamide 
levels and the bacteriostatic properties 
of the drug in their series of urinary 
tract infections. Narins, on the other 
hand, was able demonstrably to in 
ettectiveness of Gantrosan 
Bacillus 


coli urinary tract infections by raising 


crease the 
Bacillus proteus and 


ivainst 


the dose from 6 grams to 8 grams per 
day. 

Sarnoff gave three patients an ini- 
ial oral dose of 4 grams followed by 
’ grams every eight hours and reported 
that the average free and total blood 
levels were 16.0 and 19.5 mg. per cent 
respectively after one day's treatment 
The daily 


Gantrosan gave the 


idministration of 6 grams 
following blood 


levels, according to Rhoads: Oral 
8) mg per cent tree, 9.17 my. per 
ent total Intramuscular —-6.07 mg 
per cent tree, 929 mg. per cent total 
Intravenous—1 | my. per cent free 


The MODERN HOSPITAL 





athey’ll be IVI “6 


eee 
Ten minutes and out comes your full load of films 

dry, cool, and dust-free. They've been anhydrated 

their water content extracted without heat. A cool in the 


darkroom during the working shift, no exhaust ducts 
to build . . . and ideal for through-the-wall installation. 
Ask your local Picker representative about this modern 
way of clearing the drying bottleneck in your darkroom 


. or send the coupon here. 





no ducts to build . . . simply plug it in 


@ films are dried without heat 

@ ata surface temperature of 68° 

@ regardless of external humidity or temperature F puller 

@ ina dust-free closed-system atmosphere 7 pleot? * aa — “quontit¥) 
@ does not affect film quality or density oces® wetive 
@ no film contact after drying: no abrasion oprone® 

+ 

as 


automatic overnight reactivation 


ays 


y filers a 


coll 


Vi 


v, 
aH RS 


% 


In 10 minutes 
without heat 
FISHER 


Trade Mork Reg. U. S$. Pet. Off. 







9, NY: 








ts08- 
ft yoriou® - 


“i silane 
eclook to Licker’... the better x-ray accessories 


ol. 72, No. 3, March 1949 








His report of of deposition of crystals within the 


mg. per cent total 
urinary tract, although no concomitant 


’8 to 35 per cent acetylation in the 
blood confirms in man the data ob 
tained from animals by Schnitzer. 
Toxic reactions. The reports now In a series of 106 cases, Rhoads 
reported The reactions were some 


alkali medication was given and fluid 
intake was not forced 


available indicate that the toxicity of 
Gantrosan will probably be low. The what similar to those encountered with 


other sulfa drugs although they oc 


literature reports 237 of 254 cases 


Gantrosan with no serious curred less frequently (nine instances 


Crystal 


treated with 
Narins treated fifty pa in the series of 1060 cases 
luria was especially infrequent, occur 


side effects 
tients with 6 to 8 grams of Gantrosan 
per day for 6-60 days and reported ring in two patients on a single occa 
dermatitis and sion. These promptly disappeared with- 


A generalized 


two cases each of 
He found 1 
kopenia, nor was there any indication rash 


nausea no evidence of leu out stopping the drug 


occurred in one patient who also 
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making nursing care easy 
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equaled exactness of con 

trol of the under-the kk kk 
inopy atmosphere with 

i minimum of operating 


dior. A.C. mode 
$675.00, f.o.b. New — 
Write for deseriptive 
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had this type of reaction to sulfadia 
zine and sulfathiazole. Nausea and 
vomiting appeared in five instances, 
hematuria in one, and headaches in 
two 

The following case reported by Sar- 
noft is of special interest regarding the 
safety of Gantrosan. In a trial in- 
volving one individual, the intravenous 
injection of 18 grams over a period 
of four hours was tolerated without 
symptoms. The same patient (also on 
oral therapy) later received a single 
intravenous dose of 12 rams, injected 
within ten minutes. Pallor and sweat- 
noted for a few 


hematuria, 


ing were hours 
Crystalluria, 


and a transient rise in the blood urea 


micre ISCOPIC 


nitrogen occurred in the ensuing three 
days. in this connection, it might be 
commented that usual clinical require 


if ever, dictate 


ments would seldom. 
the administration of even a fraction 
of the dose given this subject 
Gantrosan has been used extensively 
in adult patients without producing 
crystallization in the kidneys even 
though no adjuvant alkali therapy or 
forced fluids were administered. Also 
in children these protective measures 
proved to be not reqvired; children 
tolerated the treatmen: with Gantrosan 
well and kidney disturbinces have not 


been reported 


DOSAGE SCHEDULE 


Oral treatment. In the treatment of 
systemic infections, it is suggested the 
1 follow that usually 


GOSAage schedule 


recommended for sulfadiazine, al- 
though the facts relating to optimal 
intake of the drug have yet to be 
established. Accordingly, adults suf- 
fering from penumococcic pneumonia, 
severe hemolytic streptococcus infec- 
tions, severe staphylococcus infections 
of meningococcic meningitis should 
receive an initial dose of 4 to 6 grams 
depending upon body weight) 

In pneumococcic pneumonta, this 
should dose of 1.0 


© 2.0 gm. every four hours day and 


followed by 


night until the temperature has been 
normal for seventy-two hours. In se- 
vere streptococcic, staphylococcic and 
meningococcic infections, subsequent 
treatment should provide 1.0 to 2.0 
gm. every four hours day and night 
until the temperature has been normal 
for from five to seven days. In milder 


{ 


infections, dosage should be corre 


spondingly less. In any event, dosage 
should be controlled whenever pos 
sible by repeated blood level deter 
a blood level 


minations. It is believed 
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~ Topical application of Pyribenzamine Cream or 
be 
/ Pyribenzamine Ointment has been found “a 
} wai valuable adjunct’ in contact dermatitis. 
/ Relief of burning and itching, resulting from 


contact with such substances as plant oleore sins, 
soaps, cosmetics and chemicals, may be expected 
ina high percentage of cases. In some instances, 
more complete freedom from these symptoms 


has resulted from simultaneous use of oral and 


topical therapy 
PyriBENZAMINE CreEAM, water-soluble base, 2%, in jars of 
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PyRIBENZAMINE OINTMENT, anhydrous base, 2%, in jars 
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; 1. Carrier, Krug, Lott & Glenn: Journal-Lancet, June, 1948 
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t 10 mg. per cent will be satisfac 
ry in the average case. In urinary 
fections, the dosage mmonly en 
oyed ranges from & fe grams 
fivided doses Occasionally 
I ents ve receive { grams of 
re daily witho ipparent harm 
Parey ty nt. Intravenous or 
ramuscul nyection of U gm. of 
very f rf ours 
Hi { Gantrosan 1s avail 
| 1 oral tablets of | gn There 
C is experimen il solutions tor 






nothing 
holds 
an edge 
like 
tempered 


steel 


Only VIM needles are made of 
Unlike 
most stainless steel used in hypo- 


Laminex"” stainless steel 


dermic needles, “Laminex”’ is heat- 
treated to give it a true spring 
temper. That's why VIM ‘Laminex 
needles stay sharper longer, need 
replacement less frequently. 


Specify ... 


Gantrosan solutions have also been 


successtully employed as diluents tor 
penicillin-s | 


| 


penicillin where joint 


tonamide therapy was desire 





Precaution The usual precautions 
required in sulfonamide therapy should 


be observed during 


treatment with 
Signs of intoxication, such 


nausea and 


Grantrosan 


s urticaria, drug rash 


vomiting sulf- or methemoglobinemia 


oxic hepatitis or jaundice, leukopenia 


nd central nervous system disturb 


inces, should prompt the immediate 


of the drug—M. J 


lscontinuance 
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We'll see you at the 
New England Hospital 
Assembly, Boston, 
March 28-30, 1949 
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The Nature of Stuttering 
Glas 
Nature 
and Treatment of Stuttering,” appear 
{mertican Journal of Di 
ist 1947, many 


In the opinion of Philip J 


ner, in an article entitled 


ing in the 


Ashes ( 





r tldren, Aug 
physicians treat stuttering as a tempo 
I ; 


rary phenomenon, usually 
} 


utgrown 


and to be ignored. Unfortunately 
these physicians do not follow the 


child to adulthood and hence do not 


know that many surveys have revealed 


j 


the same incidence of stuttering at 


the college level as in the third grade 


In the last twenty years, laboratory 


] 


and clinical findings have revealed 


that the causes of stuttering are psy 
chogenic rather than physical. Stut 
tering symptoms vary widely; Causative 


multiple, and any con 


factors are 


lition or situation which can pro 


duce disturbances of behavioral or 
emotional nature May precipitate the 
kind of speech called stuttering. Re 
laxed, ettortless repetitions, in young 
children especially, are not to be re 
garded as stuttering, but as the nor 
mal hesitancies of speech develop 
ment. When the speech is character 


ized by changes in muscle tonus 


pitch, speed and rhythm, and by 


longer hesitations, strained and obvi 
ous repetitions, then only may it be 
considered true stuttering 

When the stuttering causes can be 
early in 


determined, and removed 


childhood, the disorder soon disap 
recurrence If the 


causes are not removed, stuttering be 


pears without 


comes progressively worse and when, 


sooner or later, parents or society 


places the stigma of “stuttering 


child 


upon 


his speech, the becomes ap 


prehensive in speech situations and 


levelops tear of stuttering. Emo 


tional and personality changes fol 


low 


Treatment should be undertaken 


lowing and careful ex 


complete 


imination. The young child should 


never be made to feel abnormal, and 
should _ be 


older child, 


treatment 
casual and simple. The 


idulr, with firmly es 


lolescent r 


tablished stuttering and personality 


patterns must be oriented to nis 


problem and become objective about 
} 


us speect LAURA S. ROSENFELD 
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Picture the 


patient’s progress 
...with photograph...after photograph 


Whatever the problem—if a photographic 
record is to be made—Kodak provides an answer. For 
example: negative materials for black-and-white re- 
production come in different types of color sensitiv- 
ity... orthochromatic, panchromatic, infrared; in 
various speeds and contrasts; in sheets, packs, rolls, 
and plates to fit the different cameras. For further 
information about black-and-white negative ma- 
terials, see your nearest photographic dealer . 
or write to Eastman Kodak Company, Medical 


Division, Rochester 4, N. Y. 


Viajor Kodak products for the medical profession 





X-ray films; x-ray intensifying sereens; x-ray processing 
chemicals; electrocardiographic papers and film; cameras 
still. and = motion-picture; projectors —still- and motion- 
picture enlargers and printers; photographic films —color 
ind black-and-white (including infrared); photographic pa- 
pers; photographic processing chemicals; synthetic organic 
chemicals; Recordak pr nducts 
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Serving medical progress through 
Photography and Radiography 


KODAK ATR 














and Food Service 


Conducted by Mary P. Huddleson 


MANY MAIN DISHES FEATURE GROUND MEATS 


ROUND meats offer almost un- 

limited variety on the menu. Fla- 
vors to the liking of every individual 
come from carefully combining beet 
veal, pork or lamb or a combination 
of these meats and the right amounts 
of appropriate seasonings. To the meat 
and seasonings, add other desired in 
gredients, which usually include a filler, 
a binder and enough liquid to keep 
the proper balance so the finished dish 


The 


as patties, 


will be moist meat mixture may 


be cooked muthins, loaves, 


meat balls, each with its own particular 


appeal as the center of the menu 


Choose—Beef, Veal, Pork, Lamb 
Many cuts of beef, veal, pork and 


lamb may be used in ground meat 


dishes. Usually the less tender cuts 


and the less demanded cuts are chosen 
for grinding. Grinding makes the less 


tender meat tender enough tor cooking 


by the same methods as are used tor 


the renderer cuts. Using less demanded 


id , 
1ciIng 


cuts is an economical way of prov 
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REBA STAGGS 


Director, Department of Home Economics 


National Live Stock and Meat Board, Chicago 


the good flavor and high nutritive 
value of meat 

Beef chuck, plate and flank; veal 
shoulder, breast, neck and shank; pork 
picnic shoulder or Boston butt; lamb 
shoulder, shank and breast, and trim 
mings from these cuts are all excellent 
for grinding. Some of the variety 
meats, particularly liver, heart and kid- 
ney, are also ground for many flavorful 


and highly nutritious main dishes 


Right: Sausage 
patties with lima 
beans and car- 
rots. Below: Sau- 
sage-apple pat- 
ties served with 
buckwheat cakes. 


In addition to the which 
feature a single kind of meat, many 
favorites are built around combinations 


Good ones are beef 


rec Ipes 


of meat flavors. 
and fresh pork; beef and veal; veal and 
fresh pork; veal and smoked pork 
veal and fresh pork sausage; fresh and 
smoked pork, and lamb and veal 
Ground  ready-to-serve meats and 
ground leftover cooked beef, veal, pork 
Page 114.) 


(Continued on 





BAKED SAUSAGE PATTIES 





Number Servings: 50 


Total Yield 
50 3-oz. balls 
100 1%-oz. balls 


Size Serving 
3 oz. meot 














2. Combine sausage, bread and remaining ingredients 

3. Shape mixture into 50 3-oz. or 100 12-02. balls and place on a rack 
in on open roasting pan 

4. Bake in a moderate oven (350 F.) for approximately 45 minutes. 


Ingredients Amount Ingredients Amount 
Pork sausage 10 Ib. Grated apple 5c 
Bread 10 slices Salt 3 tbsp. 
Eggs 1 pt. 
(8 to 10) 
1. Break bread into small pieces 
Mix well. 
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Winning kudos from connoisseurs is an 
established habit of Sherman Blend tea. 
Its exquisite bouquet—iced or hot—is 
discerned at first sip by the discriminating 
patron. Such instant and enduring pop- 
ularity makes it the most economical tea 
you can serve. Ata fraction of a cent more 


per cup you win lasting guest satisfaction. 






2 A 3d e J 5 4~— 
Good yood for Pleased Guests 











MEAT BALLS AND SPAGHETTI 





Size Serving 
2 meot balls 


3 oz. meat Total Yield 











Number Servings: 50 approx. % c. spaghetti 100 meat balls 
Ingredients Amount Ingredients Amount 
Spaghetti 3 Ib Dry bread crumbs 1 pt 
Canned tomatoes 2 No. 10 Eggs 1 pt. 
cans (8 to 10) 
Salt 3 tbsp Finely chopped celery 1 ¢ 
Pepper ] tsp Salt 2 tbsp 
Onion, chopped fine l”Ac Milk 3¢ 
Lard or drippings ’e Flour 2¢ 
Ground meat 8 Ib 
1 Cook spaghetti in steamer or in boiling salted water 


2. Heat tomatoes to boiling point. Add cooked unbroken spaghetti, salt 


and pepper 
3. Brown onions in fat and add to tomatoes 
4. Beot eggs slightly. Combine eggs, meat and remaining ingredients 
Mix well 
Moke into 1'/2-ounce balls 
until brown, about 5 minutes 
Arrange meat balls, spaghetti and sauce in baking pan 
Bake in slow oven (300 F.) 45 minutes to | hour 


Roll balls in flour and fry in deep fat 


w 


NO 


POTATO-BEEF-BURGERS 











Size Serving Total Yield 

Number Servings: 50 1 large patty 50 patties 
Ingredients Amount Ingredients Amount 
Ground beef 6 Ib Salt 3 tbsp. 
Unpeeled potato, Pepper 1 tsp 

coarsely grated 3 qt 
Grated onion Ac 
1. Combine ingredients. Mix well. Shape into patties 


2. Place patties in frying pan to which a small amount of lard or drippings 
has been added, or place on a well greased griddle 

3. Brown patties on both sides, turning frequently to ensure even cooking 

4. Cook until done, about 8 to 10 minutes 


BEEF CUPS WITH CREAMED POTATOES 





vegetable salad. 


Casserole of meat balls and spaghetti; 


HAM TIMBALES 














Size Serving Total Yield 
Number Servings: 50 4 oz 1” gal 
Ingredients Amount Ingredients Amount 
Cooked ham, ground 6 Ib Grated onions lec 
Eggs, slightly beaten 6 Pepper “Ve tsp 
Flaked bread crumbs 1” qi Milk or meat stock 4to 6c 








Combine meat, eggs and remaining ingredients. Mix well 
Pack mixture into greased custard cups, using 4 ounces to a serving 


Place in pan of water and cook in a slow oven (325 F.) about 1'/% 


wn— 


hours or until set 
4. Turn out onto warm plates and serve hot with tomato sauce or a fruit 


sauce 


HAM AND SWEET POTATO PUFF 


























Size Serving Total Yield Size Serving Total Yield 
Number Servings: 50 1 medium muffin 50 cups Number Servings: 50 Ac 2 gal 
Ingredients Amount ingredients Amount Ingredients Amount Ingredients Amount 
Ground beef 6 Ib Creamed Potatoes Chopped cooked ham 2 gal Pepper ] tsp 
Bread crumbs 2¢ Potatoes 8 Ib Eggs 16 Milk 3 qt 
Milk 1% pt Milk 2 gal Margarine or drippings 1! c Toasted bread crumbs | qt 
Salt 2 tbsp Salt and pepper To season Mashed sweet potatoes '/2 gal Brown sugar le 
Pepper 2 tsp 

1. Combine ham, 10 eggs, margarine or drippings, sweet potatoes, 





Peel and dice potatoes. Place 
Cover and cook slowly for about 
Add seasonings 


1. Make creamed potatoes as follows 
potatoes in pan with 2 quarts milk 
20 minutes. Remove cover and cook until thick 

2. Combine ground beef and remaining ingredients 

3. Line medium-sized muffin puns with the meat mixture to a thickness 
of 4 inch 

4. Fill meat muffins with creamed potatoes and bake in a moderate oven 
350 F.) for 30 minutes 


HOT PORK LOAF 





Size Serving: Total Yield 








Number Servings: 50 3 to 4 oz six loaves (2'/2 Ib. ea.) 
Ingredients Amount Ingredients Amount 
Ground pork 8 Ib. Onion, finely grated ”Ac 
Cracker crumbs 3 qt Salt 2 tbsp 
Milk 3 at Paprika 1% tsp 


pepper and 2 quarts milk 











2. Place mixture in greased baking dish 
3. Beat remaining eggs, add remaining milk and toasted bread crumbs 
4. Spread over hom mixture 
5. Sprinkle with brown sugar and bake in a moderate oven (350 F.) for 
30 minutes 
INDIVIDUAL HAM AND MACARONI LOAVES 
Size Serving Total Yield: 
Number Servings: 50 3 oz 50 loaves 
Ingredients Amount Ingredients Amount 
Ground smoked ham 4\b Macaroni, cooked and 
Ground lean pork 2 Ib chopped ’”a gal. 
Eggs Cheese sauce 
(medium thick) “” gal. 





1. Combine meat and remaining ingredients. Mix well 
2. Pack into 6 greased 5x9-inch loaf pons. 
3 


Roast in a moderate oven (350 F.) for 1'/2 hours 


1. Combine all ingredients thoroughly 
2. Pack into greased muffin pans 
3. Bake in moderate oven (350 F.) for 1 hour 


















Hospital Viewpoint 
Influenced by New 
Facts on Costs of 
KN. > Electric Cooking! 







— . 
a a 


ANOTHER STORY OF EXTRAORDINARY SAVINGS 
WITH HOTPOINT ELECTRIC COOKING — 


from the Methodist - Episcopal Hospital, Indianapolis with 1,045 on the payroll, 645 beds, and 85 bassinets. 


Here’s fresh new evidence of the rapidly mounting controlled heat with Hotpoint Electric Cooking cut 
trend to electricity in commercial cooking — more dramatic food costs up to 20°;. With the old-fashioned flame- 
roof of the low cost of Hotpoint Electric Cooking. type equipment, 5‘, of all meat was so badly seared it 
Sethedint-Itpieconal, one of America’s outstanding couldn’t be used. ‘Meat shrinkage and fat consumption 
progressive hospitals, installed Special Meters to meas- were much greater. These losses changed to important 
ure electric cooking costs—to get them scientifically savings with Hotpoint Electric Cooking 
accurate—right down to a fraction of a penny. After Next, came cuts in labor and maintenance costs. 
months of careful checking, here 1S METERED- Scouring and scrubbing, a constant high cost with 
PROOF of the low cost of Hotpoint Electric Cooking flame-fuel cooking, was reduced to a minimum with 
at Methodist-Episcopal: CLEAN Hotpoint Electric Cooking —there are no prod- 
152 Watts, Per Meal, Per Person ucts of combustion to accumulate on walls, ceilings, and 
(at a 2c rate, 152 watts would cost less than utensils with Hotpoint Electric Cooking 
13 of a penny, per meal, per person.) In addition to these money-saving advantages, the 
But this saving is only part of the story. Methodist- positive temperature controls of Hotpoint Electric 
Episcopal discovered that the even distribution of Cooking permit a great variety of healthful, nourish- 


ing, appetizing foods— more appealing, more digestible 
foods with most of their nutritious juices and natural 
flavors retained 

Perhaps you, too, have felt the influence of facts like 
these pointing to the many advantages of Hotpoint 
Electric Cooking. Perhaps these advantages will end 
your search for greater economy and improved quality 
standards of the food you serve. Let the Hotpoine man 
bring you the complete story of Hotpoint Electric 
Cooking. Simply mail the handy coupon provided. 


MAIL COUPON FOR QUICK REPLY, 








“a (Paes SSS ee See mans e £22 2 ew 
Ry & HOTPOINT INC., Commercial Cooking Equipment Dept. : 
. 229 S. Seeley Ave., Chicago 12, Ill. 8 
x y 7 Gentlemen: I'll talk to the Hotpoint man . 

7 
AWARD r , , 
i Name Title « 
TO HOTPOINT ‘ : 
for outstanding achieve- g Hospital 8 
ment in engineering and § 4 
design. 10th annual prod- & s 

8 Address 
HOTPOINT INC., A General Electric Afiiliate otis derign eward) com ad 
petition sponsored by s 
COMMERCIAL ELECTRIC COOKING EQUIPMENT Electrical Manufacturing H City State > 
— we oO eee SO Ta ee) 
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Porcupines, succotash, mixed vegetable salad. 


LAMB AND BACON WHIRLS 





Number Servings: 50 


Total Yield 
six rolls 8 to 10 inches long 


Size Serving 
]-inch slice 








Ingredients Amount Ingredients Amount 
Sliced bacon 3 Ib Marjoram 2 tbsp 
Ground lamb 9 Ib Worcestershire sauce 6 tbsp 
Salt 2 tbsp Corn flakes 1'A at 
Pepper 2 tsp Meat stock, water or 

tomato juice lc 





OouUa wr 


Arrange slices of bacon, by slightly overlapping, on 6 sheets of wax 
paper, about 8 by 10 inches 

Mix ground lamb and other ingredients 

Spread and pat lamb mixture evenly over the bacon 

Roll, like jelly rolls, lengthwise of the bacon slices 

Wrap tightly in wax paper and chill thoroughly 

Before slicing, place wooden picks through the roll at |-inch intervals 
to hold the bacon in place 

Slice 1 inch thick. Broil, griddle broil or pan fry to the desired degree 
of doneness 


SCOTCH PANCAKES 











Size Serving Total Yield 
Number Servings: 50 2 medium 100 pancakes 
Ingredients Amount Ingredients Amount 
Cooked rolled oats 1 gol Pepper To season 
Ground cooked lamb 1 gal Meat drippings le 
Eggs, slightly beaten 16 OR 
Salt To season lard 2 Ib 
1. Mix thoroughly cooked oots, meat, eggs and seasonings 
2. Fry cakes, in small amount of fat, using rounded tablespoon of mix 


ture for each cake 


PORCUPINES 














Size Serving Total Yield 
5 50 

ee SR two 2-02. balls 100 balls 
Ingredients Amount Ingredients Amount 
Ground beef 10 Ib Paprika “Mc 
Bread crumbs 1 qt Uncooked rice 5c 
Chopped onion 1% pt Tomato soup 2% qt 
Chopped green pepper 1'2 ¢ Boiling water 3 qt 
Salt Vac 








2 


Combine ground beef, crumbs, onion, green pepper, salt and paprika 
Mix well 

Shape into 100 2-oz. balls. Roll each ball in rice and press the rice 
into the meat so that as it cooks it will cling to the ball of meat 


3. Place meat balls in pan, cover with tomato soup and boiling water. 


Cover and simmer about 45 minutes 


INDIVIDUAL LIVER LOAVES WITH BACON 











Size Serving Total Yield: 
Number Servings: 50 4 oz 50 loaves 
Ingredients Amount Ingredients Amount 
Sliced liver 12 Ib Pepper 1 tsp 
Lard or drippings 4 tbsp Marjoram 2 tsp 
Bacon Ya Ib Cracker crumbs Ya gal 
Onions 2 Ib Liquid (tomato juice, 
Eggs, slightly beaten 16 milk or bouillon) 3 qt 
Salt 3 tbsp Catchup 1 qt 

Bacon 2 Ib 








Oe wr 


NO 


Cook liver slowly 5 minutes in frying pan to which lard or drippings 
has been added 

Put liver through food chopper with ‘2 pound bacon and the onions. 
Add remaining ingredients. Mix thoroughly 

Grease 25 medium sized muffin or custard cups 

Add | tablespoon catchup to each mold and pock meat mixture 
over catchup 

Bake in a slow oven (300 F.) 45 minutes to | hour 

Serve with fried bacon or with bacon curls made as follows: Fry bacon 
slices until partly cooked but still limp. Stick tines of fork in one end 
of the slice and carefully wrap the bacon around the fork tines form 














ing curls. Finish browning until lightly crisp. Serve with individual 
liver molds 
INDIVIDUAL VEAL LOAVES 
Size Serving Total Yield 
Number Servings: 50 1 slice (5x2%x1 inch) six 5 x 9-inch loaves 
Ingredients Amount Ingredients Amount 
Ground veal 6 Ib Eggs, slightly beaten 6 
Ground pork 6 Ib Solt 4 tbsp. 
Chicken soup 1A at. Pepper 1 tsp. 
Quick cooking oats 1A at Onion juice 6 tbsp. 
Paprika 








3 


Combine ingredients in the order given. Mix well. 

Make into individual patties and pack on edge in | large or 3 (5x9-inch) 
loaf pans, making a solid loaf. Sprinkle with paprika 

Bake in a slow oven (300 F. to 325 F.) for 1'/2 hours 


or lamb form the basis for many deli tions vary depending upon the was cured meat or if salted crackers 
cious recipes. Sometimes they are used — strength of the particular seasoning were used as a filler 
in combinations, or they may often is well as personal preference. In any Chives or smaller quantities of gar 
with a bit of seasoning adjustment case, itis better to use too little than lic may be used in place of onion 
be used interchangeably in recipes too much. Amounts of salt, pepper Mace, marjoram, mustard, sage, curry, 
nd onion are more or less standard celery seed, Caraway seed, nutmeg, all- 
Use—Variety of Seasonings 1 good rule to follow is: for each — spice and cloves are a few suggestions 
There are seasonings to please every pound of ground unsalted meat, use — tor additional spices. Some spices are 
palate. Some individuals prefer only — 1 teaspoon salt, teaspoon pepper, especially good for particular kinds 
salt, pepper and maybe onion, while and |, cup grated onion. The amount tf meat. Marjoram, caraway seeds and 
others like the distinctive flavor of of salt would obviously need to be thyme combine well with the flavor 
additional spices and herbs. Propor reduced if part of the ground mixture — of beef; marjoram, mustard, nutmeg, 


| 
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“CONQUEROR” EQUIPMENT 
speeds food service . . . keeps 


meals hot and palatable 


e@ S. Blickman, Inc. manufactures a com- 
plete line of food service equipment to 
meet the individual requirements of 
modern hospitals and institutions. Heavy 
gauge metals and sturdy construction as- 
sure many years of service life. Units are 
easy to clean and conform to required 
standards for sanitation and cleanliness. 
Food conveyors are available in a variety 
of styles and sizes, with serving capac- 
ities from 45 to 90 patients. Other types 
of mobile conveyors are illustrated below. 





Model PD-414-SS Ne) 


TRAY CONVEYOR. ..Electrically-Heated 
Accommodates loaded trays. Keeps food 
hot and palatable. Fully welded construc- 
tion in stainless steel or silvertone-finished 


steel 
y — teen Mt a 7 
, 
er be 
4 
1 





Model FS-16-SS (Xd) 


TRAY SERVICE TRUCK 


All stainless steel Durably built for long 
and efficient service. Holds fifteen 16'2" x 
22'2' or twenty 14° x 18” trays 





Model FS-32-SS 


DISH TRUCK 


Stainless steel construction. Attractive, 
modern design. Will withstand years of 
hard service. Removable trays. 
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fr CONQUEROR 
FOOD CONVEYORS 


these 5 important features when you buy your next food conveyor. 
Such details of construction and finish offer basic standards for 
maximum sanitation. Only ‘‘Conqueror’’ stainless steel food con- 
veyors have them oll! 



















Smooth, 
Continuous 
Corners 

Rounded, welded and 
polished. No separate 


corner pieces. No dirt- 
collecting crevices. Electrically- 
heated 
Food Conveyor 


Tightly-Sealed 
Utensil Covers 
Top and bottom parts 
welded together. Protects 
internal insulation 
against moisture 


Model BLS-4551 


High Protective 
Polish 


Superior to ordinary sanded 
ground finish. Reduces 
adhesion of food and dirt, 
mokes cleaning easier, 
enhances corrosion resistance 
of stainless steel. 


One-Piece, Crevice-Free Body 
Completely weided. Front, back 
ond sides, one continuous sheet. 
No joints, crevices or openings for 
food, water or dirt to get in. 

Easy to clean. 


18-8 Stainless Steel 

for Maximum Corrosion 
Resistance—the finest grade 
of stainless steel for this 
type of fabrication. 

















Send for valuable illustrated folder showing popular models of 
Conqueror food conveyors, heated tray conveyors, dish trucks and tray 
service trucks. 


S.. BLICKMAN, Inc., 1503 Gregory Ave., Weehawken,N.J 








OUTDOOR FOOD CONVEYOR 
Completely welded stainless steel 
construction. Electrically heated 
Body of conveyor mounted on tilt- 
type chassis with two large pneu- 
matic wheels at center, one pneu- 
matic swivel caster at push-handle 
end and one stationary caster at 
other end. 





Model AHS-OUTDOOR-8271 
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and grated raw apple or applesauce 


curry, allspice, cloves and celery seed 
7 nese 


are among the commoner ones 


with veal; marjoram and sage for fresh 

pork; nutmeg, allspice and cloves for ingredients serve as fillers or extenders 

smoked pork, and marjoram, thyme, ind provide additional food value 
When an extender is used, it is nec 


other 


curry and mace for lamb 


essary to add eggs or some 


binder, including cream sauces. Be 


Add—Other Ingredients 


Cereals, cereal products, fruits or { 


: 
sides basic cream sauces, those tlavored 


vegetables are usually added to ground with cheese are especially good. To 


meat in the preparation of loaves and keep the meat mixture moist and to 
patties. Rolled oats, oatmeal, rice; noo help provide a juicy loaf, liquid should 
{les, macaroni; whole wheat, enriched be added. Milk, water, canned or 
white or soybean bread; cracker cooked tomatoes, catchup, soup stock, 


crumbs grated raw potatoes or carrots and meat stock are among the most 


or mashed white or sweet popular choices 


potatoes, 





The progress from the horse-drawn Red Cross 
ambulance to today's motorized hospital car is 
no more striking than the advance in steam 
cooking culminating in Van's New Automatic 
Steam Cooker, Ask for Bulletin S. 


Progress in Van's Century 


@ 1847 marked the start of a century of almost fabulous 
progress in medical science. The same years showed 
similar advancement in the science of kitchen engineering 
and the art of kitchen equipment fabrication . . . the 
century in which Van has pioneered for the industry. 


@ Hospital administrators and their architects regularly 
ask Van for suggestions when planning new projects, re- 
visions or expansions of food service. 


ho Jon Van Range @ 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 
DIVISION OF THE EDWARDS MANUFACTURING CO. 


Branches in Principal Cities 
401-407 EGGLESTON AVENUE CINCINNATI 2, OHIO 
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Prepare—Muffins, Loaves, 
Patties 

Because ground meats are tender 
and can be prepared in different shapes 
and varying weights, they are cooked 
by roasting, broiling, pan broiling or 
griddle broiling, braising, frying and 
even as a stew. Large loaves (round 
or oblong) are baked or roasted; meat 
muttins and casserole dishes are baked; 
patties may be baked, broiled, pan 
broiled or griddle broiled. However, 
fresh pork, veal or pork sausage are 
best when braised; meat balls are usu- 
ally braised, and some ground meat is 
perpared as a stew—chile being an 
example. Croquettes are pan fried or 
dee p-fat tried 

Ground cooked meats may be made 
into salad and jellied dishes or into 
meat loaves, patties and so forth, which 
are prepared by the same methods as 
the uncooked meats 

The important thing to remember 
in cooking ground meats, as in all 
is always to cook at low 
Meat loaves cooked at a 


other meats 
temperature 
moderate temperature are juicier and 
more attractive in appearance, shrink 
less, and therefore provide more serv- 
ings. Meat balls 
ground meat dishes are likewise juicier 
j 


patties and other 


and better flavore 





FOOD FOR THOUGHT 





New Flour 


A new sweet portato flour has been 
developed by the Alabama _ Experi- 
ment Station. This is a fully cooked 
Hour and ditters in properties and uses 


} 


from the flour made from dehydrated 


sweet potatoes. It is light yellow in 
} 


color but when moistened turns to a 
leep orange brown. Cakes, muthins and 
soft cookies made with it do not dry 
out rapidly because the flour absorbs 
ind holds moisture well 

It has been found especially good 
for fruit cakes, layer cakes, Southern 
brown bread, cookies, biscuits, muffins, 
icings and pies. In cakes it can be 
used to replace part of the eggs, but- 
ter and sugar considerable saving 
n cost with improvement in flavor 
nd texture 

Cakes that 
have a rich creamy flavor, fine texture 
and grain and elasticity and hold 
about twice as long as plain 


ire prepared in this way 


moistuf¢ 


cakes 
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To Yue Seward: You should try Ac’cent. It is amazingly 


effective in conserving the flavor of food. When Ac‘cent is 
added in the cooking, foods keep their flavor longer 
through periods of waiting, heating, and serving. This alone 


means real economy. 


To We atkian: You should try Ac’cent. The nutritious 


food you serve speeds recovery of patients. And Ac’cent helps 
make those foods more appetizing, more enjoyable. It’s a 
natural method of intensifying flavors. Ac’cent is not a ‘“‘syn- 


thetic’ product 


/o Ye Chef: 
are now, Ac’cent can make them taste even better. With Ac’cent 


you use your regular recipes. Just add Ac’cent. It brings out 


You should try Ac’cent Good as your dishes 


the best in your specialties, amplifies the fine results of your 


own skill. 


70 whe Mawagirmend = ‘ou should look into Ac’cent. It is 


helps reduce the waste of untouched food, 


makes for more sausfied patients and personnel. Cost compared 





good business 


to benefits is low. 
Printed in U.S.A. 


coent.... makes food flavors sing »! 


/ — ~ 


gurls 


nile Uh 
(2 Agent invites yous 


sparation lication 
ge P ture and app" he oppor 


with the no pe 
: roduct, elc< pit : 
bees” rit to discuss its ern 

wesit lities in your opera 
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Amino Products 


DIVISION 

International Minerals & Chemical Corporation 
General Offices: 20 N. Wacker Drive, 
Chicago 6, Illinois le sud 10 3. com 
DEPT. MH-3 


and 100 1b, drums 
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FACTS ABOUT 


Ac'cent adds no flavor, aroma, or color of its 
own. A natural food-product itself, 
Ac'cent brings up natural food flavors. 
It helps in the preparation of nutritious 
dishes which have appetite appeal. 


Ac’cent improves the taste of bland diets. 
Cooking helps to blur the raw, sharp 
profiles of many foods. Ac‘cent helps 
further by emphasizing the desirable 
flavors. 


Ac'cent helps solve the “leftover” problem. 
The tastier foods prepared with Ac'cent 
mean fewer leftovers. Also, Ac'cent in 
the original cooking gives the leftovers a 
better, fresher flavor 


Ac'cent helps preserve flavors. It combats 
“steam table fatigue’, helps hold flavors 
tor longer periods 


Ac’cent is economical to use. A little Ac cent 
goes a long way in large quantity cook- 
ing. Directions are explicit 


Ac'cent is easy to control. The amount of 
Ac’cent called for is weighed before ap- 
plication unless only a small amount is 
required, 


Ac'cent presents no storage problem. Ac cent 
is physically stable under normal condi- 
tions, is less hygroscopic than salt, is 
packaged in containers that give maxi- 
mum protection. 





Not a flavoring! 
Not a condiment! 


Not an ordinary 






seasoning! 






hk Ce72E is MONO 
SODIUM GLUTAMATE 


over 99% pure, unadul- 
terated, sparkling-white 
crystals. It is a natural, not 
a ‘‘synthetic’’ product. It 
is the sodium salt of the 
amino acid, glutamic acid 
which occurs naturally in 
all vegetable and animal 
pretein. Ac’cent is whole- 
some and good. 








Menus for April 


1949 





B. Marilyn Olive 
Drumheller Municipal Hospital 


Drumheller, Alberta, Can 
































Tomato Juice Stewed Rhubart 
Scrambled Eggs Soft-Boiled Egg 
. . 
Canadian Pea Soup Potage D’Arbiay 
Broiled Halibut, Tartare Baked Sausage 
Sauce Apple Rings 
Parsleyed Potatoes Nhipped Potatoe 
Buttered Green Bea Yellow Tt 
Baked Lemon Pudd , te Sunda 
. . 
Cheese Soufflé Wit! f N 
Chili Sauce at 
Health Salad e C 
anned Blue Plun Stra y Chiff 
Sugared Doughnut Ange Ok Fe 
Blended J ange S 
Bacon Cur amt Eggs, T 
- . 

Onion Sous k Vegetable S 
Braised Liver With Gravy ee ee 
Hashed Browned P tatoe o sauce : 

Whole Carrot : 5 

reamy e With J ms a 
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Around The Wards With Kelloggs 











Lette RARTYM? stow we « woman who 


wouldn't enjoy being served breakfast in bed—especially 
a breakfast she likes! (More women do like Kellogg's 


fresh, crisp cereals. Hospital records prove it.) 








Lurse Patterson 3 Here's her chart, Doctor 


She’s doing splendidly. So am I, now that Kellogg's 
Individuals help me get breakfast over with so fast! 


There’s a choice for everyone in the Kellogg line 








Dietitian Roberts : Of course we'll take good 


care of your mother, dear. Sec you both had the 
same breakfast this morning. You keep right on eating 


Kellogg's cereals. They’re good and so good for you. 
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grain nutritive values of thiamine, niacin, and iron. 


Grand nutrition—p/lus Kellogg flavor! 





Be sure your wholesaler salesman keeps your 
assortment of Kellogg’s complete at all times. 


% 
Made by 


—THE GREATEST NAME IN CEREALS 


Battle Creek and Omaha 
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Maintenance and Operation 


Radiant Heating is practical for hospitals—Pryke 


m Page 73 


The salient features of the 


Continued Fr 
adequately 
system have already been pointed out, 
and it will be seen at once that they 
meet the cleanliness and quietness con 
ditions very well indeed. Complete ab 
sence of any exposed piping and lack 
of convection current drafts ensure ab 
solute cleanliness, and a well designed 
system, with the correct hot water cir 
culating pumps, is quite silent 

The effect of ceiling radiation on 
large glass areas, too, has already been 
dealt with. There are many instances, 
particularly in Switzerland, where the 
occupants of “open air” wards live in 
comfort even when the outdoor tem- 
zero. In fact, it is 


perature is below 


found that it is quite possible to keep 


French windows open on cold winter 





days and still maintain adequate com 
fort effect within the The 


medical building at St. Bartholomew's 


room new 


Hospital, London, is a case in point 
Here, the large wards have 
ceiling fenestration, and the 


} 
heads to the 


floor t 
patients 
beds are placed with the 

On a cold, raw English win 
no discomfort is experienced 
available, I be 


windows 
ter day 
From the evidence 


lieve it is well proved that radiant 


heating is a “natural” for hospital 


installations 


SPECIFIED FOR TB HOSPITALS 


In the ten years prior to 1939, al 
most every large hospital constructed 


in England was radiant heated. In 


Sweden, Germany, Switzerland and 


Italy a similar situation existed. In 
Italy, particularly, under the state hos 
pital program, radiant heating was 
specified automatically for all tuber 


culosis hospital buildings It should 


be pointed out that in Sweden, Switz 


t 
irts of 


erland and certain p Germany 
is severe 


winter conditions are as those 


normally encountered in the northeast 
ern part of the United States, so that 


there is no question that radiant heat 


with our s¢ 


ing can adequately cope 

verest winter conditions here. Installa 
tions in Iceland with outside design 
temperatures of 0) F. have ade 


In view of 


the volume of the work abroad, it 


quately demonstrated this 


120 


seems a great pity that more attention 
has not been paid to the possibility 
of radiant heating in hospitals here 

Invariably there are certain questions 
which arise in the mind of the archi 
rect who has had no previous experi 
ence of radiant heating. These ques 


tions seem to follow a remarkably uni 


and for some twenty 


form pattern, 
years now I have been answering such 
queries as 

Won't the plaster crack? 

Won't the pipes corrode? 

Is it practical to embed the coils 
in concrete slabs and plaster ceilings? 

Is it practical to embed the riser 
mains? 

What happens if there is a leak? 

What happens when the pipes ex 
pand when the heat is applied? 

How flexible is the system? 

These are some of the questions 
most frequently asked, although there 
are also a lot more with which I will 
not deal here 
In answering these 


queries, it may 


be relevant to quote from a report 


was prepared by 
1938 at 


which a consulting 


engineer in the request of the 
Central Bureau of Hospital Intorma 
tion, which is a branch of the British 
Hospitals Association. He made a sur 
vey of some forty-two hospitals which 
had had radiant heating installations 


working from a maximum of twelve 


years tO a minimum of one year As 


regards plaster cracking, the report 


reads as follows 
In the majority of buildings visited 
visible, and 


condition of the plastered surface over 


no cracks at all were the 


the embedded panels after several 
years’ Operation was as new, without 
sign of cracks. In certain instances 


' 
cracks were discovered by close scru 


tiny, bue these were confined to the 


skin of paint or distemper, arising 


| 


venerally from the use of unsuitable 


materials 


It must be remembered that the in 
stallations surveyed used field mixed 
cement plaster as 1s standard English 





yractice, and it has been proved that 





the factory mixed gypsum plasters gen 


erally used here are considerably more 


stable with radiant heating than are 


the European ones. Experience has in- 
dicated that with a correctly installed 
system and with proper initial opera- 
tion with green plaster, no trouble 
results. Of course, the system must 
be run at low water temperature 

I have already dealt with the matter 
of corrosion, and I would only add that, 
with a properly embedded ceiling in- 
stallation, I have found steel pipe of 
standard weight to be completely ade 


quate in every respect 


CAN BE EMBEDDED 


As regards the practicability of em- 
bedding pipe coils, there is no ques- 
tion of this as they can be arranged 
to be cast in the underside of practi 
1 type of floor slab 


cally any standard 


construction at present in use, SO as 


to heat the rooms below. Ir is advis- 
able to use a strong pipe for these coils 
so that they will withstand rough han- 
dling during the casting operation. In 
hung ceilings, where steel or wrought- 
pipe used, they are 
directly secured to the carrier 
channels, and the metal lathing is wired 


iron coils are 


main 


Thus, they replace the usual 
However, Type L 


to them 
furring channels 
copper tube may also be conveniently 
used in these locations and, owing to 
its small external diameter, can be se- 
cured beneath the metal lathing rather 
This makes plastering 


Where coils are cast 


than above it 

somewhat easier 
in, in large multistory buildings, there 
need be no interference with the floor- 
ing contractor's normal operations, al- 
though the laying and connecting up 
of the coils must be properly organized 


to synchronize with the contractor's 
program schedule 


The 


follows the same general principles as 


embedding of the riser mains 
the embedding of the coils and needs 
no further comment 

The question of leaks is directly as 
corrosion 
The 


Association Report 


with the matter of 


which has already 


British Hospitals 


SOK iated 


been covered 


notes on this point 
, 


In no single case had it been neces 


sary to effect any repairs to the em 





It is not anticipated that 


the necessity will arise 
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your costs 


sox Wieat day 


today’s modern HOFFMAN 
LAUNDRY EQUIPMENT 


at no cost, a complete engineering 


survey shows you how... ok fi ¢/ 


Important economies — for use on other overhead necessities — 
can be gained by the introduction of modern Hoffman laundry 
UNLOADING “SILVER CREST” — equipment operation. For the completely new or the soon-to-be 
Cuts down pulling time and labor costs modernized laundry, these economies include: labor savings, 
— cylinder raises hydraulically to Jess floor space, longer linen life, and lower supply, fuel and 
deposit loads into extractor basket Water costs per pound of linen processed. For the facts in your 
halve Faster operation — more loads : : : 

per day — saves floor space. 42-inch case — write now for your Hoffman Laundry Engineering 
cylinder. Survey. No obligation. 





AUTOMATIC WASHER CONTROLS 
Conserve linen — as well as water, 
soap and other supplies — by pre- 
cise formula control. Fully auto- 
matic models give exact, measured 
injection of supplies for any one of 
several predetermined formulas you 
select. No “over” or “under” runs, 
or amounts of soap, bleach, sour, 
blue, water and other supplies. 
Available with supply stand (for 
one washer) or with central supply 
system serving many washers. 





UNLOADING EXTRACTOR 


Reduces time and labor 
formerly needed for load- 
ing and pulling. Loaded 
basket halves carried by 
electric hoist (from washer ) 
quickly lowered into this 
extractor, then raised for 
dump-out at finishing 
tables. 


wee HU RE RY 
U. S. HOFFMAN (1.2.20: 
. ‘- 107 Fourth Ave.,New York 3, N.Y. 





INSTITUTIONAL LAUNDRY DIVISION * BRANCHES IN ALL PRINCIPAL CITIES 
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It should be added that all embedded 


pipework should have welded joints 
Pik ) 


must be properly tested before 


If this is done, no leakage 


experienced 


and 
casting in 
troubles will be 


So far as concerned 


expansion ts 


there has never been any trouble ex 
perienced with this, when the system 
with 
Fur 

j 


ther, | have been personally concerned 


is operated at low temperature 


either cast-in or hung ceiling coils 


with several large installations in in 


dustrial buildings where no plaster was 
used, concrete surfaces being left ex 
posed, and even in these cases no 
trouble was experienced with phasing 
surfaces 


of concrete covering em 


bedded pipe coils 
Flexibility of the system is highly 
important, especially where rapid vari 


ation in outside conditions take place 
as happens in certain areas of this 


country. Experience has shown that 


CONTrOIS Is 


when the proper type of 


used a remarkably even temperature 


can be maintained internally, even with 


wide variations in outdoor remperature 
In this connection, the type of building 


structure plays an important part, and 
the controls must be designed in rela 


tionship to this tactor 


GIVE CONSTANT TEMPERATURE 


Generally speaking, it can be said 


that with a concrete constructed build 


ing having the average type of ex 


1 controls 


ternal wall construction 
need not be of such delicate nature 


as those required with light frame 


r\ 


constructed building having very lar 





glass areas and thin external wood 
walls. However, even with the latter 
type of construction, modern controls 


when properly applied, give a remark 
I PI 


ably constant internal temperature 


Certainly, with radiant heating more 


trention must be paid to controls than 


is the case with conventional heating 


s possible to use the 


I 
standard forms of controls and produce 


led the conrrol 


systems, f[ 


excellent results prov 


ipparatus is properly applied 

In the larger installations for which 
we have been responsible, we have 
ised a variable water temperature con 
trol, operating this from an outdoor 
temperature thermostat, and, in addi 
ron we have ilse n some installa 
tions used individual room controls 
these following the orthodox methods 
used with ordinary radiator heating 
systems. In two particular installations 
in fifteen-story buildings which we 
have been watching through this first 


winter's operations obtained 
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quite good results with a combination 
of the two controls 

These particular installations are of 
what I term “heavy” construction. That 
is to say, the radiant heating coils are 
cast in the underside of the concrete 
slabs to heat the rooms below and are 
not, in general, in hung ceilings. We 
have found that the control problem 
is quite different with ‘light’ construc 
where the heating coils are in 
heavy 


tion, /.¢ 
hung ceilings, than with con 


response with the 


struction, as the 
hung ceiling coils is much more rapid, 
n 


of course, than it ts with the cast 


solid slab coils 

As regards circulating pumps, the 
major problem here is one of noise 
silence in operation of 


and absolute 


the pump is of vital necessity In 


Europe special pumps have been de 
veloped for large radiant heating in 
stallations, bur, unfortunately, we have 
not yet succeeded in getting the manu 
a special article 


facturers to produce 


for us. Generally, the pumps should 
be of low speed, with a relatively low 
} 


circulating head, probably not more 


than 20 to 30 foot: and in order to 
achieve silence, they should be made 
with relatively large clearances be 


rween impeller and casing. This does 


not make for the greatest efficiency 


but as the horse powers are small any 
The 
be mounted on 


connected 


way, this ts not of great import 


pumps should als« 
antivibration bases and be 


pipe work 


couplings for large jobs 


nonmerallic 
The 


tance of a silent pump cannot be over 


to the with 


impor 


stressed, as a noisy pump produces the 


most unpleasant hum through the 


building. much more so with radiant 


heating than with hot water radiator 


heating 


I have not dealt, so far, with the 


question of the first cost of radiant 


heating installations in comparison 


with conventional radiator systems. It 


has been my experience that there is 


such a great variation throughout the 


country, owing to local conditions 
methods of design employed, and ma 
terials used, that it is extremely difficult 
to give any general ruling on this 
point 

However, on large multistory build 
I have found that costs run any 


trom 10 to 30 per 


Ings 


where cent over 


those of conventional systems. It must 


be remembered, of 


course, that in a 


pital the heating contractors work 


usually SCTVICES 


includes all the steam 
required for sterilization and so forth 


Therefore, the cost of the heating sys 


tem as such is only a proportion of the 
total value of the heating contract, and 
the actual cost increase of the radiant 
heating installation is not reflected as 


a direct proportion in the increase of 
the total heating contract 

In addition, the savings effected in 
decoration 
radiant 


and interior 


installation of 


architectural 
work by the 
heating are considerable and must be 
placed against the net additional cost 
of the heating system. These savings 
cover such items as lath and plaster 
work normally needed to cover steam 
risers, constructional work needed in 
convector Casings, 


and 


with 
painting of exposed pipe 
radiators, and furring channels in hung 
ceilings. Also in 
buildings, it is often possible to use 
reinforcement 


connection 
work 


reinforced concrete 


steel heating coils as 
where they are cast in the underside 
of floor slabs and obviate the need for 
reinforcing steel rods. To evaluate truly 
the first cost of radiant heating, all 


these factors must be taken into ac 


count 


OPERATING COSTS LOWER 


The operating costs of radiant heat 
ing installations in large buildings run 
30 per cent less than 


between 25 and 


those for conventional systems. This is 
due to the small fuel consumption with 
radiant heating and also to the lesser 
amount of maintenance required. Prior 
to the last war, a test was run in Eng 
land on the fuel consumption of two 
one was radiant 


identical buildings 


heated and the other had a hot water 
radiator installation. Over one particu 
lar heating season, it was found that 
the radiant heated building used 43 
per cent less fuel than did the radiator 
heated building 

In closing I would like to add a 
word of warning to those considering 
the use of a radiant heating installa 
tion. For completely successful opera 
tion, it is essential that the system be 
designed and properly in 
of the utmost 


properly 
stalled. It is, therefore 
importance with large installations to 
employ experienced engineers and con 
tractors. In this connection, the design 
of the system is even more important 


If han 


radiant 


than is its correct installation 


led correctly in this way, a 


heating installation has every advan 
tage and can give perfect results. How 
ever, wrongly designed and badly in 
stalled, a 


trouble indeed. Therefore, when using 


System can Rive very serious 


radiant heating always “Do tt right or 
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| FLOORS 
y are the 

"HEART" 
of Hospital 
Sanitation 












Your floors. like the human heart. are vul- 
nerable to the effects of neglect or indifferent 
treatment. “life- 
span” and increasing your sanitation overhead, 
wisely choose \ est floor products. Special eare 
and treatment West 
materials prolongs the life and beauty of your 


To avoid shortening their 


with floor maintenance 


floors at an absolute minimum cost. 


The strain on your budget is reduced he- 
cause West Products. formulated for cleaning. 
sealing and preserving floors. are noted for 
their long-lasting efficiency —enabling you to 
protect all floors with the least time and effort. 

Our trained representative will be glad to 
demonstrate any West product desired. No 


obligation! 


PRODUCTS FOR THE PROMOTION 
OF HOSPITAL SANITATION 


WES Pipi7 


42-16 West Street, Long Island City 1, N. Y. 
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...care for them 


with WEST 


Maintenance Products 

















1. ZOLEO 
Cleans Cork, Tile, Wood, 
Linoleum, Marble, Ter- 


razzo Floors and painted 
or varnished surfaces 


2. WESTOLITE 
Cleans Cement, Con 
crete, Tile, Mastic, As- 
phalt, Slate, Quarry, 
Marble and unpainted 
Wood floors. 


3. CORO-NOLEUM 
Disinfects and Deodor- 
izes as it Cleans all 
floors except rubber, soft 
mastic, or asphalt base 
tile 


4. LUSTRECLEAN 

Cleans, Deodorizes and 
Lightly Waxes Wood 
Mastic, Linoleum, Cement, 
Terrazzo, Composition 
Tile, Asphalt Tile, Paint- 
ed and Varnished Floors 


5. KWYKWAX 
Waxes and Finishes al! 
types of floors, except 
Terrazzo. 


Liquid soap with Linseed Oil Base, 
mixes with cold water instantly. Sof- 
tens dirt, loosens grease and grime 
with fast emulsifying action. 


Balanced cleaning powder dissolves 
completely and quickly in water. 
Emulsifies many times its weight in 
grease. No scrubbing necessary. No 
suds to rinse. Safe to use, will not in- 
jure, stain or scratch surfaces. 


Phenol coefficient of 7.5. Helps kill 
many germs and aids in the protec- 
tion of Health. Ideal for operating 
rooms, washrooms and special wards. 
Economical to use 


Essentially a cleaner but leaves a fine 
film of wax on surface. Deodorizing 
properties make Lustreclean a triple 
purpose product. Excellent for floors, 
walls and painted surfaces 


No rubbing or polishing necessary 
Dries in 20 minutes (or less) with a 
high hard lustre, which resists traffic 
wear, protecting floor surface. 














PLEASE CLIP 


WEST DISINFECTING COMPANY 


TO YOUR BUSINESS LETTERKEAD 


42-16 West Street, Long Island City 1, N. Y. 


Gentlemen 
Please send me Free 
numbers 1 

Kindly have 


n-obligating dem 


samples and literature of following product 


your traine 
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d representative > arrange a free 
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EVALUATI ON Puts the Price Tag on the Job 


WOULD like to discuss the out 
standing elements of a good merit 
rating program. The 
that the support of top management be 


first essential is 


obtained. Although it is recognized 
that this is true of any function, 1t ts of 
particular importance in the case ot 


merit rating because the success of the 


program depends so directly upon the 
supervisors who will do the actual 
rating themselves. The traits selected 


to be used in the plan should be rep 


resentative of the traits necessary in 


the employes being rated and should 
be pertinent to the type of work fhey 


perform. Suggestions and advice 


should be solicited from supervisors 


who will use the plan and who are 
most familiar with the personal re 
quirements needed 


CANNOT RATE BOTH 


It stands to reason that one merit 


rating plan cannot be used to rate both 
top executives and unskilled workers 
If a broad range of employes is to be 
rated 


separate plans should be de 


signed. Objective factors, such as num 


ber of dependents and age, should not 





be includ inasmuch as these factors 
lo not contribute to an understandings 
of the employe’s merit as a worker 
The items or traits should be clearly 
lefined, and the number of items in 
luded should not be Sé large as to be 
confusing to the rater or to overlap in 
meaning. The average number of traits 


ised is from seven to ten 


Traits typical of many plans include 





juality of work, quantity of work 

lity of judgment, learning ability 
ooperativeness, dependability, applica 
rion, imitiative, meatness, accuracy, per 
sonal appearance, personality. Many 
firms assign weightings to traits in 
cordance with the relative impor 
tance they are felt to possess. The 
widely used merit rating plan devel 


ped by the National Metal Trades As 
sociation uses six traits with the fol 


| 


lowing weights 
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HETTIE SMITH 


Chief Analyst 
John Hancock 
Life Insurance Company 
Boston 


1. Quality of work 
Quantity of work 


25 per cent 
20 per cent 
3. Adaptability 15 per cent 
1. Job knowledge 
5. Dependability 


6. Attitude 


20 per cent 
LO per cent 
LO per cent 
Each trait selected is then subdivided 
nto degrees which represent all levels 
that trait. Too 
many subdivisions are confusing and 
make 
vuish berween the degrees. A 
Green in 


of performance on 
it dithcule for raters to distin 
survey 
by Edward B 
of Human 


a) nducted 
Measurements Behavior 
indicates that four or five subdivisions 
re most frequently used. Careful defi 
nitions or statements pertaining to the 
degree should be written. General ter 


minology should be avoided 


Numerical values are then assigned 


to each degree The over-all score 1s 


obtained by totaling the numerical 


value of each trait and placing em 


ployes in categories or levels of per 
formance as designated by the toral 
score. The National Metal Trades plan 
for instance, uses five categories, each 


constituting a range of ten numerical 


points as follows 


Group 1. 91-100 Superior 
Group 2. 81- 90 inc. Good 
Group 5. 71- 80 inc. Satistactory or 


average ) 


Group 4. 61- 70 inc. Slightly below 


averaye 


Group 5. 60-below Unsatisfactory 


It should be pointed out that the 


measuring of human traits and char- 
cteristics is even more difficule than 
is measuring job traits because human 


beings are infinitely more variable and 





BOSTON UNIVERSITY PRESENTS 
—The second section of the lec- 
ture on job evaluation, merit rating 
and salary administration which 
was presented at the extension 
course in executive housekeeping. 





the traits characterizing an individual 
are not tangible as are the elements of 
a job. For this reason a merit rating 
program should be entered into with 
extreme care and study. It is often nec- 


essary to revise a merit rating form 
several times before a really satisfac- 
tory one is developed. Each merit rat- 
ing program must fit the needs of the 
organization. It is not wise to adopt 
a ready-made merit rating plan unless 
it has been tested first for its validity 
and reliability in the particular insti 
tution. This can be done by comparing 
the results of merit rating with the 
results of employment tests and with 
the actual degree of success attained 


on the job 


MUST UNDERSTAND OBJECTIVES 


A prerequisite to the success of any 
rating plan is that the raters under- 
stand its objectives and the elements 
of the plan itself. It should be pointed 
out that merit not 
port card with which to check up on 


the employe bur it has the broad pur- 


rating 1s just a re- 


pose of building a strong organiza- 
tion by developing the employe. The 
specific uses of merit rating may in- 
clude the following 

1. Determine the training needs of 
the institution by spotting weak points 


? Assist in the selection of em- 
ployes for promotion. 
5. Assist in the transfer of em 


ployes to positions in which their skills 
can be more effectively utilized. 

it. Make supervisors more aware of 
strong and weak points of employes 


and more personnel conscious 


Determine salary increases 
6. Motivate employes to greater 
effort 
Inform employe of his “stand- 
ing” with supervisor 
Thorough training in rating em 


ployes should be given to supervisors 
This 1 


done in conterences of 
small groups by explaining the plan 


can be 


and rating specific employes known 
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THIS ACOUSTICAL CEILING 
HELPS PATIENTS GET WELL 


Patients are more comfortable 
and usually recover faster in an 
atmosphere of restful quiet. You 
can't stop necessary hospital activi- 
ties that cause noise, but you can 
control that noise with ceilings of 
Armstrong's Cushiontone 

Cushiontone is a fiberboard acousti- 
cal tile, factory painted white on 


face and bevels with 484 cleanly 





drilled holes in each 12” square. It 
reflects light well, has an attractive 
appearance, and can be repainted 


repeatedly without loss of efficiency. 


Cushiontone goes up quickly with 
little interruption of hospital rou- 
tine. And it’s low in cost. Ask 
your Armstrong acoustical 
contractor for a tree 


estimate today. 


WRITE FOR FREE BOOKLET, “What 
to do abovt Hospital Noise.” It 
gives complete details about 
Armstrong Cork 
Company, Acoustical Department, 
5703 Stevens Street, Lancaster, Pa 


Cushiontone 










ARMSTRONG’S CUSHIONTONE 


Armstrong Cork Company (4) Lancaster, Pennsylvania 
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to the group. It is essential to impress 
upon the raters their responsibility in 
rating individuals working under them 
because this rating determines the em 
ployes’ monetary status and their op 
portunity for advancement through 
promotions. The necessity of eliminat 
ing personal likes and dislikes cannot 
be too strongly emphasized 
Atter the merit rating torm is 
adopted and supervisors are trained 
regarding its purpose and use there 
ire Mumerous questions of procedure 
that must be answered 
How Often and When Should 
Employes Be Rated? \t is tele that em 
ployes should be rated at least once a 
year with the understanding that if an 
employe’s performance so substantially 
improves or falls down as to require a 
special rating, it can be made upon 
s tele that the 


request. However, it 
majority of employes do not substan 
tially change in the course of one year 
In the John Hancock Life Insurance 
Company we rate all new employes at 
the end of six months and annually 
thereafter 


It is felt wise to have a company 


wide merit rating program at specified 
times for several reasons i) If rat 
ings of employes are made at the time 


of salary review, a tendency to rate 
high exists. (b) All employes in an 
organizational unit should be rated at 
one time because there is less likeli 


hood that the ratings will be affected 


by day-by-day attitudes or moods of 
supervisors. For instance, if one em 
ploye is rated at the end of a steaming 
hot day when everything went wrong 
he may receive a lower rating than 
did the employe who was rated on a 
spring morning when all was well. It 
employes are rated under somewhat 
similar circumstances, the ratings will 


be fairer. (¢) Supervisors can more 


readily compare ratings of all employes 
if they are rated at the same time 

The supervisor should rate all em 
ployes on each trait at one time and 
compare the relationships for all em 
ployes for each trait The rotal score 
can then be compared to determine 
that the desired relationship ts main 
tained. In this way there is less oppor 
tunity for unintentional bias in ratings 

», Who Is to Rate Employes’ The 
person who exercises Closest supervi 
sion over an employe should be best 
fitted to rate him. The rater should 
know the employe and be in suth 
ciently close contact with him to be 
able to rate him fairly. However, 
owing to the highly subjective nature 
of the rating procedure, more than one 
person should rate an employe in order 
to increase the reliability of the results 
Ac least two supervisors in close con 
tact with an employe should rate him 
and the rating should be approved by a 
third person in the higher levels of 
withority 

3. Are Ratings to Be Discussed 
With Employes? Every employe has a 
right to know how he is making out 
on the job. If a supervisor has fairly 
rated an employe, he should not object 
to discussing the rating with him. This 
provides an excellent means of moti 
vating the employe by pointing out in 
what specific ways he can improve his 
performance. If the rating interview 1s 
handled with tact and judgment, there 
is NO reason to expect that undue difh 
culties will be encountered. A super 
visor should approach the problem 
with a warm and sincere attitude; he 
should commend the employe on his 
strong points but he should be straight 
forward in discussing any weaknesses 
He should urge the employe to express 
his opinions regarding the fairness and 


wcuracy of the rating 





WRITE FOR YOUR VOLUME INDEX 
If you bind your volumes of The MODERN HOSPITAL 


you will want the index to volume 71, covering issues 


from July through December 1948. You may obtain 


your free copy by writing to The MoperRn Hospitatr 


at 919 North Michigan Avenue, Chicago 11, Illinois 
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4. Should an Employe Have the 
Right to Appeal? A board of appeal 
should be set up with which an em 
ploye can discuss his rating if he feels 
he has been unfairly treated. Without 
this Opportunity, if 1s expected that 
employes will express resentment 

At John Hancock, annual merit rat 
ings are made in October. This month 
is selected because most vacations are 
over and the pressures of year-end 
work have not begun. It is felt desir 
able to select a time of low ebb of 
activity since much time and thought 
should be put into the ratings. Writ- 
ten instructions are sent out from 
the personnel department with the 
blank forms. These instructions are 
often discussed in groups with super 
visors in an effort to obtain uniform 
ratings 

Specitic problems and questions are 
discussed. This is considered a most 
important phase of the program be 
cause it is in this way that misconcep 
tions or misunderstandings can be 
ironed out. The most variable aspect 
of any merit rating is, of course, the 
raters. It is often discovered that a 
certain rater may rate his clerks very 
low in relation to the company pattern 
An analysis of the situation proves 
that he has done what he considered to 
be a conscientious job—but too con 
scientious. His concept of an “average 
clerk was higher than the general in 
terpretation applied by others to that 
indefinite term. He unwittingly scored 
his clerks low. In such cases an adjust 
ment should be made. The opposite 
situation—that of having raters rate 
t00 high—is more usual 

After both the job and the employe 
have been rated, a definite pattern of 
salary administration can be estab 
lished. A chart should be made which 
sets forth the salary ranges of each 
labor grade and the amounts of in 


crease within each grade. This amount 





of within-grade increase depends, of 
course, on the merit rating. In order 
to reward superior performance and to 
provide an incentive to perform better 
than-average work, the within-grade 
increase schedule should provide for 
larger increases for superior and good 
clerks. This rewards the deserving 
clerks. It is only through such a sched 


uniformity can be maintained 





in granting increases throughout the 
organization 

Let us think of some of the other 
ises of job evaluation 
1. Employment. Good placement is 
fitting the person to the job. This 
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Now, vour Hospital’s napery—like today’s 
new-born babies—can have a greater life ex- 
pectancy than ever before. 

SIMTEX. Tablecloths, Napkins and Tray 


Covers, with their exclusive, permanent Basco- 


a 





finish. retain their crisp freshness through a 
long life of constant use and repeated laun- 
derings. That is why so many hospital pur- 
chasing directors specify SIMTEX, the Basco- 


finished Napery made right in| America. 


Now available through leading linen wholesale supply houses. 





SIMTEX MILLS 


Division of Simmons Company 
10 Worth Street, New York 13, N. Y. 
“hlhactive Food Fervvice Has a 


Destined Sherapeulic latue”’ 


ot * Sey ys, “sé “hi 
tray cloth 





tablecloth = \& 
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can best be accomplished through job 
evaluation by using the detailed de 
scription of each job in the company 
By analyzing the requirements of the 
job and the abilities of the applicant, 
a better job of placement can be done 
Good placement is desirable not only 
from the monetary but 
from the standpoint of the satisfactions 


from the job 


standpoint 


will be derived 


Poor placement, irrespective of com 


thac 


pensation, results in high turnover. If 


in incumbent IS not LZiven an Oppor 


tunity to use and develop his skills, he 
from the job 


lerives no satisfaction 


ind either loses interest in it or looks 
Misplacement is one of the 


For 


elsewhere 
vreatest causes of high turnover 


careful analysis of jobs 


this reason a 
within an organization should be made 
If it is determined that the majority 


of jobs in a company are routine, only 
ipplicants of routine capacities should 
be hired to fill them 

Hiring 


is selected, 


Rate. After the employe 


the correct hiring rate must 


be set. If the hiring rate is improp 


erly set, this inequity will be carried 


along throughout the service of the 
employe unless an adjustment is made 
unfair to hire twe 


It ts obviously 


equally well qualified persons for the 


same job at different rates. In the 
absence of an organized pattern, this 
is quite likely to happen 
PRESSURES AT HIRING LEVEL 

It is at this hiring level that pres 
sures often come. Tight spots in the 
labor market exert pressure to distort 
the hiring schedule. Also, in many 


cases department heads are likely to 


uote rates to applicants based upon 
l 


the amount designated ; 


s acceptable 
If authority for quot 


by the applicant 
ing hiring rates is not centralized, no 
uniformity can be expected. The em 

| j 


ployment office and the job evaluation 


livision should work together in estab 


lishing standards or criteria for quali 
fications necessary for each grade of 
job, and written schedules should be 


sed by any person authorized to quote 


hiring rates 


Within-Grade Increase Once 
ndividuals are correctly placed and the 
nitial rate of pay is determined, a 


cy must be made regarding the 
j 
il 


salary treatment which will be given 
ncumbents as they in length of serv 
ce and increase in proficiency. A clear 
cut, concise policy regarding within 
vrade increases is desirable. There are 
those who think that once the job 
has been evaluated and a minimum 


128 


and maximum salary has been placed 
upon the job, that is enough. Gross 
inequities may occur in adhering to 


the maximums but in having no or 


ganized rate of progression to that 
maximum 

Within-grade increases may be 
given automatically or they may be 
based upon merit. It is felt that merit 
increases are desirable because they 


provide an incentive. Many labor or 
Zanizacions favor automatic wage pro 
gressions because they are suspicious 
of most merit plans. There is ample 
justification for suspicion of merit in 
creases that are granted on the basis of 
favoritism and with no uniformity 

as unfortunately many are. It is for 
this reason that if management wishes 
to Maintain its prerogative ot granting 
rather than being 
forced to grant automatic 
it must establish orderly and defensible 


treatment to all 


merit increases 
increases, 


plans for uniform 


employes of similar merit 

j. Promotions. 1 feel that one of 
the most important by products of a 
job evaluation program is that of es 
tablishing a promotional 
Many supervisors are not in 
terms of 


systematic 
schedule 
the habit of thinking in 
the real value and difhiculry of a job 
and therefore have no definite promo- 


tional sequence. Job evaluation forces 


think in terms of vary- 
ing values of jobs and, consequently, 


SUPerVIsOrs to 


to place the best employes in higher 
grade jobs 

In the past, many supervisors have 
placed their best employes in jobs 
simply because they needed to be filled 
they were more 


than because 


They may unwittingly have 


rather 
dithcult 
placed a monetary ceiling upon the 
employe by not thinking in terms of 
value of that 


the ultimate monetary 


job. Job evaluation, therefore, gives 
supervisors a tangible schedule of pro 
motional 


progression. If a supervisor 


sees that a good employe is nearing 
her maximum, he should plan ahead 
try to promote her to a job in a 


the 


and 


classification. In this way 


higher 
exceptional and good employes will 
| 


be riven the opportunity to aavance 


to higher jobs while the average or 
below average employes will remain on 
the lower class jobs 

Many companies pursue the policy 
t filling vacancies with qualified per 
the organization 
With 
such a policy eventually the only jobs 
to be filled by new personnel will be 


from within 


instead of hiring a new person 


sonnel 


those of the lower level. This places es 


pecial importance upon promotions 
The policy of promoting from within 
stimulates incentive. If employes know 
that they will be given an opportunity 
to advance to higher level jobs for 
which they are qualified, they strive to 
qualify themselves, both by their per- 
formance on the job and by acquiring 
qualifying skills through 
outside study. One of the most demor- 
alizing situations in an employe’s work- 


additional 


ing experience is to have an outsider 
brought in and placed in a job to 
which the employe of some years’ serv- 
ice hoped to be promoted. There are, 
to be sure, certain jobs which must be 
filled from the outside, but in many 
concerns the majority of jobs can be 
filled from within the organization 


HARD TO GIVE UP EMPLOYES 
This policy of promoting 
within has its administrative difficul- 
ties but a clear cut policy may alle- 
Interde- 
easily 


from 


extent 
are 


viate them to some 


partmental promotions 
effected; however, one of the chief difh- 
culties is to have all department heads 
agree to the desirability of an inter- 
departmental promotional program and 
in making it effective. 


a manager 1s 


tO cooperate 
It is understandable that 
unwilling to give up his best employe 
job awaits her in 

However, it must 


because a_ better 

another department 
be pointed out to supervisors the un- 
fairness of retaining an employe on a 
job where she will soon 


Ir should also be 


pointed out that an organization wastes 


low grade 
reach her maximum 


potential if it does not develop and 
skills already within 
it. Also, employes of unusual ability 


use the existing 
will not remain satisfied if they are 
not allowed to utilize their ability and 
skills 

Inasmuch as no organization is static 


and, certainly. the 


individuals within 
the organization are not static, the task 
of constantly maintaining a job eval 
uation and merit rating program must 
be done. A periodic audit of all job 
descriptions should be made in order 
that any changes in jobs can be incor- 
porated and reevaluations can be made 
accordingly. To be of any real use, 
the evaluation must be kept current 
and date. Department heads, 


up to 
theretore, should be instructed to in 
form the personnel department of all 
job changes. From this we can draw 
the conclusion that living up to the 
basic principle and slogan of job eval 
uation, namely, “equal pay for equal 
work,” is indeed a full-time job 
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What every hospital superintendent should know: 





@ Stainless Steel is the most economical metal 
for hospital service—even though at first it 
sometimes costs a little more. 







































® Stainless saves cleaning time and expense— 
wherever it is used. 

@ Stainless requires little or no maintenance— 
it stays good looking —it seems impossible to 
wear out. 


& Today, Ww hen short- hz anded staffs are the gen- 
eral rule, the time and labor that Stainless Steel 
saves in cleaning and sterilizing would alone be 
enough to justify its use. 

But add to this the fact that Stainless Steel is 
recognized as a definite aid to asepsis, is inherently 
clean, that its superior sanitary properties are not 
deteriorated by abuse or long service, and you have 
other cogent reasons why Stainless Steel equip- 
ment is so widely used in hospitals noted for efh- 
cient management and operation. Their long ex- 
perience with Stainless Steel has proved to them 
that in equipment of any kind, Stainless stands in 
a class by itself for making work easier for per- 
sonnel, for safeguarding the health of patients and 
staff, and for keeping costs down. 

Because U-S-S Stainless Steel is Stainless at its 
best, specify it when you modernize or re-equip. 
A perfected, service-tested steel, U-S-S Stainless 
will insure top performance and it costs no more. 
More than likely your equipment maker already 
uses it, but it pays to be sure. 


AMERICAN STEEL & WIRE COMPANY, GENERAL OFFICES: CLEVELAND, OHIO 
CARNEGIE-ILLINOIS STEEL CORPORATION, PITTSBURGH & CHICAGO 
COLUMBIA STEEL COMPANY, SAN FRANCISCO - NATIONAL TUBE COMPANY, PITTSBURGH 
TENNESSEE COAL, IRON & RAILROAD COMPANY, BIRMINGHAM 
UNITED STATES STEEL SUPPLY COMPANY, WAREHOUSE DISTRIBUTORS, COAST-T0-COAST 
UNITED STATES STEEL EXPORT COMPANY, NEW YORK 
8-1190 





U°S°S STAINLESS STEEL 


SHEETS STRIP PLATES - BARS BILLETS PIPE - TUBES WIRE - SPECIAL SECTIONS 
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Dental Service Unit 


is desirable to have space for a limited 
number of patients in the dental area 
A desk for the receptionist or clerk 1 


necessary. Comfortable chairs for four 


or six patients are sufficient. Health 
education murals are suggested 
6. Storage. A small closet tor sup 


plies is necessary, in addition to other 


cabinet space shown 


ym Pave O 


Offices. No space 


fidmrnistrative 
is shown for administrative ofhces tor 


the staff as it is assumed that such 


facilities will be supplied as required 


n other areas of the hospital, con- 


veniently located. A desk for use by 


the dentist in preparing patients re 


ports is desirable as shown in the 


larger plan 








Baby-+San: 


LEADING HOSPITALS USE IT BECAUSE... 


1. The Baby-San Bathing Technique is a great time-and 


trouble-saver in hospital nurseries. 2- 


Baby-San keeps babies 
, I 


happy and free from the torture of skin irritation. For Baby-San 
cleanses thoroughly, gently lubricates the skin and prevents chaf- 


ing. %- 





routine 


Nurses like Baby-San because it speeds up bathing 
ind work is easier in a quiet, happy nursery. 4- 


It is 


economical . . . only a few drops are needed for each bath. Try 
Baby-San... write today for sample. 
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Record storage, public and employe 


toilets, restrooms, lockers and similar 
facilities likewise should be near by 
8. Floors. Floor covering will de 


pend upon the type of construction and 
undertlooring. Consideration should be 
given to the sanitary value, durability 
factors of security, comfort and ease 
of repair rubber, 
tile or cork is usually satisfactory. In 


Linoleum, mastic 
any event, the operator will probably 
wish a resilient mat on which to stand 
The laboratory floor should be resili 
ent, grease and stain proof, and acid 
resistant 

9, Walls. 


finished, easily cleaned, and of light 


Walls should be smooth 


pleasing color. Health education mu 
rals have been suggested for the wait 
ing room 
0. Ceiling. The ceiling should be 
wcoustically treated, of similar color but 
lighter than the walls 
Lighting 


tion, baffled, nonglare lights are needed 


For general illumina 
to provide 10 to 50 foot-candles 
around the dental chair, 25 to 30 over 
the dental cabinet, and 10 foot-candles 
in other parts of the room 
Surgical lighting is usually supplied 
is a part of the dental fixtures 
: Acid-resistant piping 
Laboratory sink 
is of Corrosive resistant materials. Ex 
kept to a 


Plumbing 


is used for waste lines 


posed piping should be 


minimum. Outlets for hot and cold 


water, gas, air and vacuum are re- 
quired. Roughing-in requirements may 
be obtained from any reputable dental 
equipment manufacturer 

13. Ventilation. Air conditioning is 
desirable and may be a part of the gen 
eral conditioning system of the hos- 
pital or a unit just for the dental area 

14. Equipment. Suggested equip- 
ment lists are given in the “Check List 
of Equipment and Supplies” published 
in the 1948-49 edition of The Hospital 
Purchasing File. 


tO prov ide 


Since it is impossible 


such a list to cover all re 


quirements, the dentist should be con 


sulted on a specific local problem 


Items listed are sufficient for usual 


dental procedures 
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Monel’ is the fighting metal of the modern 
laundry. 

This non-rusting Nickel Alloy has traded 
punches with all comers for more than 30 
years. And its knockout record in the laun- 
dry is unblemished! 

Alkaline soaps...synthetic detergents... fluo- 
ride sours...starches...dilute bleaches... 
Monel has taken on all challengers And 
licked every one! 

The proof? You'll find it in countless wash- 
rooms where Monel machines are still turn- 
ing out quality work after 20, 25 and 30 
years on the job. They are being used (and 
sometimes not too gently!) for all kinds of 
washing, and with many types and brands of 
supplies, including the new detergents that 
have appeared on the market. 

Owners of Monel equipment will tell you that 
it is the most durable laundry metal. Why ? 
First of all, it’s rustproof. It resists stain 
and corrosion. And it’s stronger and tougher 
than structural steel. It Jasts——in the busiest 
plants where wheels seldom get a rest. 

Washer cylinders and ribs stay smooth, don't 
develop pits or rough spots that snag and 
tear fabrics 

Another big advantage of Mone! is its econ- 
omy. It requires a minimum o1 maintenance 
and repair. It helps you increase washroom 
output. It saves labor, steam, power and 
water, soap and supplies. Results are three- 
fold: improved quality of work, less expense, 
increased profit. 

It pays to specify Monel for your equipment! 


THE INTERNATIONAL NICKEL COMPANY, INC. 
67 Wall Street, New York 5, N. Y. 


*Reg. U.S, Pat. OF 


MODERN METAL FOR Log 
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A NEW 


Intravenous urogram showing 
left hydronephrosis. 


New Control. It’s the high-voltage Centra- 
linear Control with push-button radiographic 
photo-timing. Eight push-buttons select major 
anatomical regions, Bucky-connected for com- 
pletely automatic operation. Instantaneous 
overload and radiographic heat storage pro- 


tective devices prevent tube damage. 


New Table. It has variable speed control. 
Foot pedals control motion from 30° Trendel- 
enburg to vertical. It can be leveled auto- 
matically from any position. The new 
reciprocating-motion Bucky diaphragm has an 
8 to 1 ratio grid easily interchangeable with a 
16 to | grid for high-voltage technics. 


diagnostic unit 





The new General Electric Maxiscope 500 
features automatic operation and a new high- 
voltage tube. Photo-timing, automatic selec- 
tion of spot-film areas, and the reciprocating 
Bucky are just a few of the automatic opera- 
tions. The new 130-kvp tube produces clearer 


radiographs of thick body sections. 


New Tube Stand. The telescoping platform 
side rail extends for 60-inch vertical Bucky 
radiography. The tube stand is independent of 
floor and ceiling irregularities. Tube is posi- 
tioned easily even at 60-inch distance above 
the table. 


That’s not all. New fluoroscopic features give 
you more detail . . . easier handling of the 
fluoroscopic carriage... and locks that you can 
manipulate with gloved hands. Too, there is 
the new G-E spot-film device producing radio- 
graphs viewed without inversion. Each ex- 
posure automatically aligns with center of 
primary x-ray beam. Photo-timing is optional. 





GENERAL @ ELECTRIC 
X-RAY CORPORATION 


General Electric X-Ray Corporation manufactures and distributes 
x-ray apparatus for medical, dental, and industrial use: electro- 
medica! apparatus; x-ray and electromedica! supplies and accessories. 
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...the Maxiscope 500 


FR EE We've o booklet on the new Maxiscope 

500. Why not write for it? General 
Electric X-Ray Corporation, Dept. C-12, 4855 West 
McGeoch Ave., Milwaukee 14, Wisc. 
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| NEWS DIGEST 


State Officers Gather for Mid-Year Conference . . . Include Nursing in Prepaid 


Plans, Nurses Ask . . . Urge Retention of Intern Appointment Plan . . . A.C.S. 


Approves 3150 Hospitals . . . Clyde Fox Heads Arizona Hospital Association 








State Associations Don’t Know Own 
Strength, Mid-Year Conference Is Told 


CHK 
should 
ganizational strength more effectively in 
dealing with — official Dr 
Martha O'Malley of the Indiana State 
Health Department told the Mid-Year 
of 


here 


AGO.—State hospital associations 


realize and exercise their or- 


agencies, 
Presidents and 


Dr. O'Mal 


ley told the association officials that their 


Conterence State 


Secretaries last month 


organizations were much more powerful 





John V. Connorton, executive secretary 
Greater New York Hospital Association 
and Rosalie Castleberry of the A.H.A 


ind influential than was commonly real 


zed and that this strength could be used 


effectively to eliminate “fear of domina 
tion by othcial agencies 
Dr. O Malley spoke particularly about 


the need tor hospit il association activity 
in connection with state lic nsing laws 


such laws should provide some avenues 


of appeal to other than the otticial state 
igency, she said, recommending the cre 
on of advisory consulting boards 


representing state hospital associations 

Echoing Dr. O Malley’s opinion on 
he organizational strength of state hos 
pital associations, Dr. Herbert Wort 
man, president of the New Jersey Hos 
pital Association, urged the associations 
t« Study existing laws governing pay 
ments for indigent patients, looking 
toward maximum payment for hospitals 
inder present laws and eventual im 
provement mn the Laws rhemscives 
Phrough their administrators, trustees 
and triends, hospitals have the power t 
get proper legislation and idequate pay 
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ments if they will organize and act,’ Dr 
Wortman declared 

The conference approved a resolution 
endorsing the recommendations of the 


Hoover Commission task force on fed 


eral medical services and urging the 
Congress to study legislation aimed at 


better coordination of federal hospital 


services in all branches. Particularly, the 


be 


copies of which were to 


resolution, 


an 





A. K. Parris, executive secretary of the 
Maryland-D.C.-Delaware group, and H 
L. Wilson, Florida association president 


sent by the American Hospital Associa 
tion to President Truman and Veterans 
Administrator Carl Gray, emphasized 
the importance of avoiding unnecessary 
and wasteful expansion of the Veterans 
The 


association recommends that all hospi 


Administration hospital system 
tals in this expansion program be ex 
amined with care,” the resolution stated 
even to the point ot writing ott such 
investments as may have been made for 
planning and real estate where it be- 
comes obvious that such hospitals 
should not be constructed in the light 
The associ 


ation is convinced of the need 


of existing information 
for close 


coordination of all the hospitals of the 


nation whether they be military, non 
military, federal or nonfederal 
Considerable discussion during the 


was devoted to the national 


conference 


health program that has been proposed 


by the Truman administration. Speak 
ing on this point, C. Rufus Rorem ot 
Cor d on Page 174 








Medical Prepayment Plans 
Should Include Nursing 
Care, Nurses Assert 


CHICAGO A plan to provide for 
nursing service under medical care pre 
payment programs was proposed at a 
ot 
duty section 
Nurses 
The subject was discussed by Mary Col- 
ot 


and medical care plans of 


duty and general 
ot 


here 


mecting private 


othicers the American 


Association last. month 


lins, secretary the joint committee 


on nursing 
association and the National Organ- 
of Public Health Nurses 


national nursing 


the 
ization 
Both 


believe 


organizations 


that nursing service should be 


lical 


included mec care plans, Miss 


Collins 
these benefits would probably not be 


in lude d 


in 


stated However she added, 


in the voluntary plans until 


widespread public demand for such 
services is felt 

The continued shortage of nurses was 
attributed to the economic disadvan 
tages of the profession compared with 
other vocations by one speaker at the 
M 


said that 


meeting. John Falasz, Chicago at- 


torney, graduate nurses in 


Illinois hospitals worked 207 hours a 


month for an average wage of $1062, 
or about 78 cents an hour, according to 
the Bureau of Labor Statistics for Octo 
1946 Ar 


average hourly wage of women in all 


ber that time, he said, the 
types of manufacturing throughout the 
United States was 95 cents 

The 
little 
estimated 


nursing profession is making 
headway 


990,000 


toward providing the 
graduate nurses 
needed in the United States, Pearl Mc 
Iver, A.N.A. president, told the confer 
ence Although approximately 48,000 
nurses will be graduated in the com 


ing year, she said, the number still work 


slightly than 


L9SO 


ing will be only more 


300,000 by January The demand 
for nurses is increasing Constantly owing 
to changes in medical care and increases 


in hospitalization, Miss Mclver said 
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ONE-TWO-THREE 


—and You are Ready for the Venipuncture 


Have you seen a demonstration of SHAW SOLUTIONS AND HAEMOVACS, 
our newest package design? They are the products of HOSPITAL LIQUIDS, 
INC., a veteran organization in the solution field with a record of millions of 
liters of rigorously tested intravenous solutions. 

No "intravenous department" for us! Our intravenous SOLUTIONS and HAEM- 
OVACS ARE OUR ENTIRE BUSINESS. We make parenteral solutions and 
equipment exclusively—nothing else—that is why we can consistently give 
you a quality product at all times. 

We are confident you will find SHAW SOLUTIONS and HAEMOVACS equal 
to your every demand—reliable, easy to use—an ideal reaction—free intra- 
venous solution and blood transfusion prograin. 





MAY WE HAVE THE OPPORTUNITY OF DEMONSTRATING OUR PRODUCTS 
TO YOU IN YOUR HOSPITAL AT YOUR CONVENIENCE? 
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NEWS... 


Do Not Abandon Plan 
for Appointing Interns, 
Medical Leaders Warned 


CHICAGO Hospital and medical 


school officials were urged not to aban- 


don the plan governing internship 


appointments in a discussion held dur- 


ing the 45th annual Congress on Medi- 


Education and Licensure here last 


Critics of the plan have sug 


cal 
month 
gested that it should be dropped be- 
cause many hospitals violated provisions 
governing the procedure under which 
selection of interns is made by hospitals 


and appointments are accepted by in- 
terns 

However, Dr. Robin C. Buerki, vice 
president in charge of professional 


schools at the University of Pennsyl 
vania, warned that abandonment of the 
plan would make the situation worse 
instead of better. Dr. Buerki and other 
speakers favoring retention of the plan 
pointed in- 
evitable because of the wide disparity 
between the number of available intern- 
and 


out that violations were 


ships and the number of interns 


were not due to any weakness in the 


procedure, which was established joint 
ly by the Council on Medical Education 
and Hospitals of the American Medical 
the Association of 


Association and 


American Medical Colleges 


WOULD NOT SOLVE PROBLEMS 
Abandonment of the internship plan 

would not solve the problem for hos 

pitals that are having difficulty getting 


interns today, Dr. Harold ¢ Lueth dean 


of the college of medicine at the Uni 
versity of Nebraska, told The MODERN 
Hospital during the congress. “Actual 
ly, it would make things worse,” Dr 
Lueth said. “If there werent any plan 
at all, the big teaching centers and 


large hospitals would be likely to get 
an overwhelming majority of the in 
terns, and middle sized and smaller hos 
pitals would be even worse off than they 
Dr attributed 
present internship problems of smaller 
fact there are 


are today Lueth also 


hospitals to the that 


many internships as 


} 


tod 


nearly twice as 


there are interns ay 
Cooperation of medical schools and 
local hospitals in regional programs to 
provide continued training for graduate 
physicians was recommended to the con- 
gress by Dr. Charles F. Wilkinson, asso 
ciate director of the division of medi 
cine of the W. K. Kellogg Foundation 
at Battle Creek, Mich. “Many medical 
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schools realize that to obtain their full 
growth they must expand beyond the 
campus and its ivory towers,” Dr. Wil- 
kinson said Hospitals far removed 
from university centers have been able 
to conduct improved intern and resident 
programs. Practitioners not in a univer- 
sity may have the stimulation that comes 
from training He outlined the pro- 
gram which has been established at the 
University of Michigan, em- 


phasizes the fact that the best place for 


which 


day-by-day stimulation of the practic- 
ing physician is in the hospital where 
he practices 

Among schools that have developed 
programs combining the need for daily 
postgraduate training and resident edu- 
Dr. Wilkinson said, are Tufts 

College, the of 


cation, 


Medical 


University 


| Colorado Medical School and the New 


York University Medical School 


Connecticut Trustees 
Hold All-Day Session 


New HAVEN, CONN 
number 


Trustees rep 
oft 
met 


resenting a hospitals 


the state here last 


all-day 


throughout 


month in an conterence 


Spe mn- 
sored jointly by Hos 


pital Association and the hospital ad- 


the Connecticut 


ministration section of the Yale Uni- 
versity School of Medicine. The pro 
gram featured a panel discussion of 


financial problems arising in connec 
tion with the care of indigent hospi- 
cal Hiram Sibley. 


executive director of the hospital asso 


patients in the state 


ciation, was coordinator of the panel 


which included three trustees and three 
administrators 

The trustees attending the conference 
also heard talks on Community relations 


j 


accounting, medical education and hos 


pital council. activities 


Providence Plan Reports 
PROVIDENCE, R.I.—Rhode Island Blue 
Cross had “increased membership, greater 
assets and lower operating cost during 
D. MacColl, 
10th 


the last year,’ Kenneth 


president, reported at the annual 
meeting last month 

We finished our ninth year of opera 
tion with a membership of 538,000 sub 
scribers, compared to 518,000 in 1947, 
Mr Mac oll said 


20,000 members and raises our coverage 


This is an increase of 


to 76 per cent of the state's eligible pop 


ulation—the highest coverage of any 


statewide Blue Cross plan.” 


College of Surgeons 
Approves 3150 Hospitals 


CHICAGO.—The thirty-first annual hos- 
pital standardization report released last 
month by the American College of Sur- 
geons lists 3150 approved hospitals in 
the United States, Canada and a few 
other countries at the end of 1948. Of 
these hospitals 2820 are fully approved 
and 330 are provisionally approved, the 
report stated 

A new development in hospital stand- 
ardization applied for the first time in 
i948 is the “Point Rating System, 
which was described by Dr. Malcolm T 
MacEachern as an to achieve 
precision in evaluating hospitals, with 
emphasis on the quality of professional 
of patient. Dr 


atrempt 


services and care the 
MacEachern said 

The enthusiasm with which hospitals 
have received the point rating system 
shows eagerness to raise standards by 
keeping up with advances in medical 
science, technology and social welfare 
ideals. The rating system will act as a 
stimulus to improve scores trom year to 
year. Scores for each department or divi 
are disclosed 


total score 


Full approval rep- 


sion and the 
only to the hospital 
resents a ot 

provisional approval, 60 to 69 per cent, 


ipproved, below 60 per cent 


score 70 to 100 per cent, 


and nor 
The average score on surveys to date is 
approximately Dr. Mac- 
Eachern praised approved hospitals for 


7S per cent 


notable progress in organization, control 


and efficiency 


Okay Bill to Give 
F.S.A. Cabinet Rank 


WASHINGTON, DC A bill which 
an executive department 
of public welfare with a secretary of 
cabinet rank was approved by the House 


would create 


on executive expenditures 
The bill would trans 


committee 
here last month 
form the present Federal Security Agency 
into a cabinet department and would 
group within this department federal 


services aftecting public health, educa 


tion and welfare Representatives of 
the American Medical Association and 
the American Dental Association testi- 


fied at commission hearings that health 
igencies should be separated from edu- 
welfare functions in exccu 


They urged the 


cation and 


tive reorganization 
establishment of a new cabinet agency 
that would deal exclusively with health 


matters 
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fatients Kecover faster 


IN A CALM, QUIET HOSPITAL 


Acousti-Celotex has made this 4-bed ward in the new Hartford Hos- 
pital, Hartford, Conn., a restful haven of sound conditioned quiet. 


Vol. 


No matter how efficiently any hospital is planned, routine 
operation creates noise which directly affects the patients 
and nurses. How that noise is handled can make the 
difference between slow or rapid recovery of patients, 
between ease or strain on nurses 

Unchecked noises echo and re-echo down hallways, 
into wards and around the rooms. Little by little, they 
pile up into one constant din that irritates everyone in 
the building. 

Modern Sound Conditioning absorbs unwanted hos- 
pital noise from ringing bells, clattering dishes and dis- 
tracting conversation. Immediately, voices are muted, 
doors shut quietly and calm, relaxing quiet replaces 
disturbing noise. 

For many years, now, Acousti-Celotex has been bring- 


ing beneficial quiet into hospitals from coast to coast 


Noise from corridor traffic and telephone calls is absorbed 


in this sound conditioned foyer at Hartford 
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Your noise problem, too, can be solved quickly with this 
modern acoustical ceiling tile that can be painted and 
washed repeatedly without diminishing its high sound- 
absorbent efficiency. 

Contact your Acousti-Celotex distributor 
(United States or Canada) for a complete, free analysis 
of the noise problem in your hospital. Or write directly 
to The Celotex Corporation, 120 South La Salle Street, 


cousti-GELOTEX 


BLEM 


nearest 


Chicago 3, Illinois 





PRODUCTS FOR EVERY SOUND CONDITIONING 





kitchen is 


diet 
sound conditioned with Acousti 


Hospital Hartford Hospital's 


the clamor of 


meals 


Celotex to quiet pre- 


paring patients 
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NEWS... 


Clyde Fox Named President 
of Arizona Hospital Group 


PHOENIX, ARIZ.—Clyde Fox, admin 
istrator of the Tucson Medical Center 
was named president of the Arizon: 
Hospital Association during the annual 
meeting here last month. Guy Hanner 


Good Samaritan Hospital, Phoenix, was 


rer and 
Flagstatt 


treast 


ot 


reelected secretary 


Sechrist 


Ww 
| 


name | vice president 


Charles 


mect 


Registration of the 


Ing 





PREPARE 80% 


Ww 


Dr 


OF COOKED FOOD 


FOR 
TUBERCULAR 
INSTITUTION 





is 









more than eighty members of the grow- 


ing association—making this the largest 


meeting in its history 
In a paper on hospital credit opera 
Dr 


Pima County 


tions Francis J. Bean, director of 


General Hospital, warned 


that many hospitals “either do not Care 
to distinguish 


Thus 


spe 


or do not take the trouble 
between bad debts and true charity 


many hospitals are unable to state 


Blodgett No 959 Roasting and Bak- 
ng Oven provides carefully con 
trolled food for patients of Charles 
Cook 


Hastings Home 


Altadenc, Cal 


Proper diet and nutrition is the cornerstone of the cure of tubercular patients at the Hastings 


Foundation Home 


Since good and carefully controlled food is of paramount importance, it is not surprising 


that 80 percent of the Home's cooked foods are prepared in a Blodgett No. 959 Gas-Fired 


Combination Oven 


According to the Hastings Foundation 


“Blodgett Ovens show versatility in preparation of meals 


a few of the foods cooked 


being roasts, deep dishes, meat loaf, fowl, custards, puddings, cakes, pies and rolls 


Since December 1945, the beginning of our research in diet and better nutrition for 


patients, we have enjoyed fine performance and carefree service from our Blodgett baking 


and roasting ovens. For functional application, the Blodgett ovens have demonstrated their 


capacity to prepare better, more nutritious meals, and to permit efficiency in preparation of 


food.” 


ONE HUNDRED YEARS OF 


tHe cADELEZAT SR, 


INC, 


$0 LAKESIDE AVE., BURLINGTON, VERMONT 
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Left: Clyde Fox, new Arizona Hospital 


president; Right: Guy M. 
secretary-treasurer. 


Association 
Hanner, reelected 


cifically what their charity loads are, 


Dr. likely 


clude not only legitimate non-pay pa 


Bean added, and are to in- 
tients but also a number of accounts of 
patients unable to meet their obliga 
tions. In strict accounting, such patients 
should be considered bad credit risks or 
| 


bad debts, he said 

A danger signal in hospital financial 
operation is the gradual increase from 
month to month of accounts payable, Dr 


We all 


combat the tendency to put off until next 


Bean told the group have to 


month the payment of certain bills when 


the vendor is not pressing,” he stated 
This is a danger signal which all good 
dministrators should not allow to exist 
Bills must be met and paid in spite of 


the leniency of many of our hospital 
It is only good busi 


public relations 


supply industries 


} 


ness and good to meet 


our obligations to these firms just 
} 


as we 
© with any other creditor 

Everett W. Jones, vice president of 
The Modern Hospita 
1 th 


Said 


| Publishing Com 


pany, Inc wat «the principal 


compulsory 
tact that 


irgument federal 


inst 








health insurance was the ‘so 
much of the fund would go to overhead 
ind bureaucratic purposes and so little 
would be devoted to the needs of pa 
tients.” Nevertheless, Mr. Jones declared, 
if medical and hospital groups do not 
cooperate in providing the kind of pre 
payment program the public is demand 
ing, “they will have only themselves to 
blame they federal medical 


when get 


and hospital care legislation.” He urged 
energetic support of Blue Cross and Blue 
Shield plans 
the 
Mary 
Kingman 
Cie rald 
Antoinette Behrens 
McLoughlin of 


Other officers elected by associa 


tion were: trustees, Sister Pius 


Phoenix 
Mother 


Craig 


Joseph 
Anne 
Globe 
Sattord, 


Phoenix 


( oppa 
Lucy, Tucson 
Mrs 


1 Emmett 


and 
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v4 & & E’S 4 Now, here is a better, easier way to serve Jell-O— 


in sparkling Lily dessert cups! Compared with 
conventional nappies, Lily cups proved best by every 


N EW APPEAL Fd test. Best for appearance! Best for speed! Best for 


economy! And even in hottest weather, Jell-O 


/ stays firmer longer in Lily cups. 
‘ FOR Little wonder so many leading hospitals are switching to 


/ Lily Paper Service! Uniform, appealing, economical... 
ANY M EAL Pd and a blessing to overworked staffs. Save this nentage. 
° : Write today for additional recipes and for your free trial 
supply of Lily dessert cups. Then try these Lily Jell-O desserts 
4 yourself...and you too will be switching to Lily! 


*T.M. Reg. U.S. Pot. Off. 


LILY-TULIP CUP CORPORATION 
122 East 42nd Street, New York 17, N. Y. 
Chicago + Kansas City + Los Angeles 





WORLD'S LARGEST MANUFACTURER 
PAPER CUPS AND NESTED CONTAINERS 
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NEWS... 


Methodist Hospitals Still 
Receiving Large Bequests, 
Executive Secretary Reports 
CHICAGO 
thropic gifts is not over, Rev 


The day of large philan 


Karl P 


Meister, executive secretary of the 
Methodist Board of Hospitals and 
Homes, said here last month at the 
annual convention of the National As 
sociation of Methodist Hospitals and 
Homes Our hospitals received $1, 
565,798 in large gifts last year,’ Dr 


Meister said in his annual report as 


secretary. “The largest gift was $500,- 


000. Two of children’s homes 
$1,000,000 each, and one in- 


stitution received a gift of $95,000 


our 


received 


Dr. Meister reported hospital expan- 
sion plans totaling more than $23,000,- 
000 in the Methodist group. The total 
assets of Methodist hospitals today are 
approximately $119,000,000, he 
The seventy-one hospitals in the group 
cared for 496,061 last year 
at an average cost of $11.34 per patient 


said 
inpatients 


day, the report said 





How to win friends and influence nurses 


TT help solve the severe nurse 
shortage, progressive hospitals are 
doing everything possible to im- 
working conditions. 


prove nurses 


@ A common complaint of nurses 
is the odor problem, which not only 
makes their daily work unpleasant 
but also cuts down efficiency. 

@ Many leading hospitals solve the 
problem of odors and stale air with 
Airkem Chlorophyll Air Freshener. 
The \irkem in’ the 


wick-bottle or the easy-to-service 


use familiar 


wall cabinet to counteract odors 


in small rooms. In larger areas. 


hospitals are enthusiastically using 
the new portable Airkem Osmetans. 
@ Make your whole staff more com- 
fortable. thus eflicient 
\irkem. Give your patients odor-free 


more with 
air to help speed recovery. Welcome 
visitors to your hospital into Air of 
Quality. Airkem is an inexpersive, ef- 
fective way to win friends for your hos- 


pital and increase its “nurse appeal.” 


Order Airkem wick-bottles and 
mechanical equipment from your 
local Airkem representative or 
write to Airkem, Inc., 241 East 


bith Street. New York 17, N.Y. 


4 


Airkem 


Controls Odors Originating In: 


1 Odorous disease wards 
2 Pathological labs 
3 Autopsy rooms 
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4 Operating rooms 
5 Utility rooms 
6 Lavatories 


7 Freshly painted rooms 
8 Laundry and chutes 
9 Kitchens 


At a meeting of the association's hos- 
pital section, Dr. Frank R. Bradley, 
Barnes Hospital, St. Louis, and George 
Bugbee, executive secretary of the 
American Hospital Association, took 
opposing views on the place of the 
federal government in the voluntary 
hospital system. Both speakers strongly 
opposed the federal compulsory health 
insurance program, which Mr. Bugbee 
said was administratively unworkable 
However, Dr. Bradley objected to 
iny kind of federal aid for any hospital 
or educational whereas Mr 
Bugbee did not oppose federal aid for 


function, 


nursing education and other hospital 
purposes, provided the aid is allocated 
through states and controlled by local 
rather than federal agencies 

Reporting on the national hospital 
scene today, Mr. Bugbee said there was 
division of opinion about the feeling 
in Congress toward the national com- 
pulsory health insurance program. Many 
people think Congress will not approve 
any such legislation and that individual 
senators and representatives do not feel 
that last election indicated na- 
tional sentiment in favor of the plan, 
Mr. Bugbee Nevertheless, he 
warned, this may be wishful thinking 


years 
said 


on the part of those who oppose the 


tederal program. “My own opinion is 
that the majority in Congress believe 
the election did retlect national senti- 


ment favorable to the health program, 
he said 

Dr. Bradley 
the entire federal tax structure to stop 
He said 


that physicians favoring the federal pro- 


called for revision of 


the “trend toward socialism. 


kram were mostly inadequate person 


alities’ who gravitated to research 
functions as an escape trom the rigors 
of competitive practice 

E. C. McDade of the Bryan 
Hospital, Neb.. 


pointed out that hospitals need no help 


Rev 
Memorial Lincoln, 
from the federal government for nurs- 
ing education, but cannot compete with 
federal hospitals for nursing service. At 
present, he said, voluntary hospitals are 
training nurses tor the government, he 
government 


urged establishment of 


schoc Is “MC 


that federal hospitals could 


train their own nurses Only two ofr 


three of the hospital administrators 
present favored federal aid for nursing 
education, it was determined 

Rev. O. J. Carder, superintendent of 
Methodist Hospital, St 


became president of the 


the Missouri 
Joseph, Mo 


association 
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SERVE MORE MEALS 
AT LOWER COST! 


! You serve more meals at lower cost with a 
e t a r a n d e Garland because every inch of a Garland works 
for you— efficiently. You have a choice of 

four different models and a choice of top 

2 combinations on every model. You get the 

Leader in Sales! exact arrangement of open grate, hot top 
and griddle sections you need. Your chef 


Leader in Value! can work faster without extra effort. 


Garland is carefully engineered for speed, 
flexibility, and economical preparation of 
good food. And the largest production in 
the industry enables us to keep quality up 
and prices down. Compare — you'll find 
Garland has no equal. 








No. 83-2. Two hot 
top sections, one 
open grate sec- 
tion, griddle, 
broiler and two 
ovens. 





No. 84-3. Three hot 
top sections, two 
open grate sections 
with four giant 
open burners. Two 
ovens. 





See your Garland dealer for help- 
ful ideas and sound counsel. All 
Garland units are available in 
stainless steel and 
equipped for use 
with manufactured, 
natural or L-P gases. 


GARLAND’ %20cer 


COMMERCIAL COOKING 





Heavy Duty Ranges + Restaurant Ranges + Broilers * Deep Fat Fryers + Toasters 
Roasting Ovens * Griddles * Counter Griddles 


PRODUCTS OF DETROIT-MICHIGAN STOVE CO., DETROIT 31, MICHIGAN 


“REG. U. S. PAT. OFF. 
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_ IN HOSPITAL FUND RAISING IS GOOD MEDICINE 






Recen TLY the $100,000,000 mark was passed in contributions to 
98 hospital building funds entrusted to Will, Folsom and Smith, Inc., since Pearl Harbor . . . 
and evidence mounts of public willingness to support expansion that is soundly conceived and 
adequately presented. Specialized knowledge and skill gained exclusively in hospital finance over 
a generation have brought us invitations from large cities to pioneer in federated campaigns .. . 
but most of our practice will continue to be in average-sized communities where the bulk of 
hospital service is given. In our books, there is no minor surgery. 





SMALL COMMUNITY HOS. 
PITAL: At New Milford, Conn., 
$400,000 was sought to replace an 
outmoded hospital, $428,000 ob- 
tained. In Clinton, Mass., a $275,000 
completion fund to meet higher 
costs was exceeded. A $150,000 cam- 
paign to enlarge the municipal hos- 
pital, Sidney, N. Y., reached $211,000. 


DENOMINATIONAL HOSPITAL: 
Mercy Hospital, Mount Vernon, 
Ohio, in a $500,000 appeal, obtained 
$557,000. A campaign for Mercy 
Hospital, Portland, Me., went 
$53,000 past its $600,000 objective. 
4t Lawrence, Mass., a $600,000 fund 
to establish the new Bon Secours 
Hospital reached $1,113,000 


MILLION DOLLAR CLASS: The 
$850,000 capital improvement pro- 
gram for Glens Falls Hospital, at 
Glens Falls, N. Y., resulted in a 
public response of $1,105,000. Also 
exceeding the $1,000,000 mark were 
successful fund projects at Cham- 
bersburg, Pa., Burlington, Vt., Win- 
chester, Va., Concord, N. H. 











SUBURBAN HOSPITAL: To en- 
large the community hospital at 
Glen Cove, L. 1., a $1,750,000 fund 
was sought and $1,796,000 sub- 
scribed. Perhaps an all-time per 
capita record is being set at Green- 
wich, Conn. Here a program for a 
new main unit is within $190,000 
of a $3,750,000 goal. 


Photographed at Harper Hospital, 
Participating in $19,720,000 
Greater Detroit Hospital Fund 





URBAN HOSPITAL: Good news 
for York, Pa., came early this year 
as the $2,000,000 campaign for a 
new wing and nurses’ residence at 
York Hospital went $574,000 past 
its objective. These lines are written 
as a fund-raising movement for the 
Memorial Hospital, Danville, Va., 
is nearing its goal of $1,500,000. 








MEDICAL CENTER: For the neu 
Hartford Hospital, $5,137,000 was 
obtained six years ago. As postwar 
costs rose, another $2,300,000 was 
contributed. In the same city, St. 
Francis Hospital raised $1,950,000. 
To these programs under our direc- 
tion, $9,387,000 was subscribed by 
a population of 200,000. 






25 WEST 43np STREET, NEW YORK 18, N. ¥* 


Severs FOLSOM AND SMITH, inc. 


126 NEWBURY STREET, BOSTON 16, 3 


















Scientifically Planned 






Central Service Rooms... 


ms 
CAsTLe engineers do continuous research on the problem 
of Central Service Rooms in the hospital. They are glad to 
consult with you on your particular requirements . . . to 
show you where and how to locate and equip your Central 


Service Room for maximum efficiency. 


WRITE: Wilmot Castle Company, 1175 University Ave., 
Rochester 7, N. Y. 


Central Sterile Service for Sur- 
gery, dry goods, sterile water, 
utensils and instruments. A spe- 
cialized service designed for spe- 
cial needs 





Central Service Room with pro- 
vision for bulk sterilization of 
dry goods and utensils and pro- 
duction of pure distilled water. 


General Supply Service for bulk 
sterilization of dry goods and 
utensils. Car and carriage safe- 
guard technique and facilitate 
continuous Operation. 


Central Sterile Service, installed be- 
tween 2 surgeries, provides for wash- 
ing and sterilizing instruments, sterile 
water, emergency sterilization of in- 
struments. 


LIGHTS AND 
STERILIZERS 





NEWS... 


Bill to Amend 
Hill-Burton Act 
Introduced in Senate 

WASHINGTON, D Amendments 
to the Hill-Burton Act were proposed 
in a bill introduced here last month 
by Senators Hill, Taft, Ellender and 
Smith and referred to the Senate com- 
mittee on labor and public welfare. The 
bill proposes an increase in appropria- 
tions under the Act from $75,000,000 
to $150,000,000 a year and extension 
of the term for five years following the 
fiscal year ending June 30, 1950. 

Another amendment would permit 
adjustment of the federal allotment on 
each hospital project to make the fed- 
eral contribution of one-third the total 
cost of the project apply to changing 
values throughout the period of plan- 
ning and construction 

The bill would add a provision for 
studies and demonstrations relating to 
coordinated use of hospital facilities 
Under this provision the surgeon gen- 
eral of the Public Health Service would 
be authorized “to conduct research, ex- 
periments and demonstrations relating 
to the effective development and utiliza- 
tion of hospital services, facilities and 
resources, and, after consultation with 
the Federal Hospital Council, to make 
grants-in-aid to states, political sub- 
divisions, universities, hospitals and 
other public and private nonprofit in- 
saitucions Of Organizations for projects 
for the conduct of research, experiments 
or demonstrations relating to the de- 
velopment, utilization and coordination 
of hospital services, facilities and re- 


sources 


Cancer Film Available 

New YorkK.—A teaching motion pic 
ture aimed at reducing the death rate 
from cancer is now available to hospital 
staffs, medical schools, and groups of 
n public health and private 
practice, the American Cancer Society 


physicians 


announced here. The film was produced 
under the joint sponsorship of the so- 
ciety and the National Cancer Institute 
of the Public Health Service. It is the 
first in a series of six, to be produced 
within the next two years, designed to 
constitute a teaching package on the 
subject of cancer 

Prints for single showings may be had 
from state cancer society offices and state 
health departments, the announcement 


said 
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see how Mosaic Tile 


Popay vou ci stall beautiful Mosate tile at less cost than 
eve hefore Mosar fast economica Lockart 
Method! For ere an exclusive process that) permits 
, app wtion of tile meght over plaster, brick, metal, COT 

rete or plastic wall-board. You save time, money, labor 

\) ySTS new work are reduced as much as 
0°). You ll save up to 40° ° on renovations 


new HARMONITONE line 
v Mosa 


ange of 36 glazed wall tile colors (1), 


brings vou amazing Harmonitone 








: } : ) 
dinated wit inglazed f ( é}, @ 
nt ca ‘ ind | i tiie 
bef testa 
ne t welore aValiablt 


No Metal Lath or Scratch Coat Required 


\\ i specify Mosaic tile and the Lockart Method, 
| changes are necessary. There’s no dirt—no 

Moreove shear tests conduc ted bv the l Ss lesting 

Lal ies demonstrated that Mosaic tle, attached to 
vall-board with the Lockart Method, withstands 
shearing pressure equivalent: about 2800 Ibs per sq. ft 


THE 


MOSAIC 


TILE COMPANY 


to 





‘ 
ERE 


See how distinctive Mosaic tile is doing an outstanding job 
in remodeling, and on new work in many types of buildings 


Mosau 


folder in 


Use the 


Mosai 


consult your dealer or vour local 


office See Mosa 


coupon 
Sweet's Catalog.) 
Sizes: (1) 4%" x 4%", 6" x 6", 6" x 3”. 


(2) finished in usual ceramic mosaic sizes—pasted about 
two sq. ft. to the sheet. 


DEPT. 8-5, THE MOSAIC TILE COMPANY 
Zanesville, Ohio 
Please send me— 

“This is Mosaic Tile.” 

“Streamline Tile Jobs With The Lockart 


Method.” 

Name of nearest Mosaic dealer 
NAME 
BUSINESS 
ADDRESS 


Over 2000 dealers to serve you 
Offices in principal cities 


Member: Tile Council of America 















tomorrow’s 
a laboratories 
will be equipped with 


A moduline 




















another Aloe 
exclusive 





the most modern laboratory furniture in the world 


Moduline, by Aloe, comes in architectural approved 
widths and depths so that custom-built laboratory 
facilities may be developed from standard Moduline 
units. Notice these details: concealed hinges; baked 
steel finishes with stainless steel table tops: Furnished 
with or without reagent shelves. Utilities can be top or 
splashback mounted. No working space is taken up 
with utilities. Each new installation is convincing more 
persons that Moduline is the most functional, practical, 
laboratory furniture ever designed. Write for special 
booklet T-300 and learn how Moduline can help solve 
your furniture problems. 


Special schematic layouts for 
laboratories available on request 


A . Ss. A L °o £ ¢ re] a PA Ww Y Serving Science Since 1860 





1831 Olive Street : St. Louis 3, Missouri 





CRAVE DURACLA 


O. Parramore Hospital . 


At James 





Veteran of many years’ hard usage, this 
Duraclay Scrub-Up Sink show's not a crac 


a or craze. 


Utility Sink of Crane Duraclay d Duraclay Flushing Rim Service Sink 





Some New..Some Old..but All unharmed 


THREE NEW 
HOSPITALS 


by Thermal Shock! 


No wonder hospitals that try Duraclay once insist on Duraclay always. 
They see how it stands up under extreme changes in temperature ... 





Typical of the great 
development in the na- 
tion's hospital facilities and jars. 

are three outstanding Says Dr. Philip H. Becker, Medical Director and Superintendent 
new institutions in 5 : a Pte 
Boston, in Newark, and of James O. Parramore Hospital, Crown Point, Indiana: “We have 
in Omaha. Crane Co. is used Crane equipment for many years, and it has always given satis- 
honored to report that 
all three institutions 
have chosen Crane 
plumbing, including 
Duraclay fixtures. 


how it remains unstained by strong acids ... unharmed by bumps 


factory results.” 
Entirely different from any other material used in hospital fixtures, 


Crane Duraclay is available in a complete line of hospital sinks 
and baths. 

Your Crane Branch, Crane Wholesaler, or Plumbing Contractor 
will be pleased to tell you all about them. Meantime, write for your 
free copy of the Crane Hospital Catalog. 











i 
; | 
> x Besides the full line of Duraclay items, Crane Duraclay exceeds the rigid tests imposed 
as ' supplies every plumbing need for patients’ on earthenware (vitreous glazed) estab- 
lished in Simplified Practice Recommen- 


- rooms, nurses quarters, etc., plus a vast array 
of specialized hospital equipment. Crane Lav- 
atory from James O. Parramore Hospital. 


CRANE 


dations R-106-41 of the National Bureau 
of Standards. 


CRANE CO., GENERAL OFFICES: 836 S. MICHIGAN AVE., CHICAG( 


PLUMBING AND HEATING + VALVES © FITTINGS « PIPE 
NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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NEWS... 


A.M.A. Announces Program 
for Advancement of Medicine 
and Public Health 


CHICAGO. — A twelve point program 
for advancement of medicine and pub- 
lic health 
month by the American Medical Asso- 


The program can be developed 


was announced here last 


ciation 


and administered “as a logical evolu 
tion from the existing institutions with 
out bringing about chaos through com- 
of already 


everyone 


plete overthrow what has 


been admitted by to be the 


highest quality of medical care avail 
able the 


association 


in any country in the world, 
stated 

" The program has been developed over 
a period of years for the purpose of 
charting a safe and sure road toward 
nation’s health,” it 


include 


advancement of the 
Its 
a federal department of 


was explained provisions 


creation of 
health at cabinet level, federal aid for 
medical research in private institutions, 
further development of voluntary hos 


pital and medical care plans, aid through 
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We will surve 
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need 


A FUND RAISING FIRM 


The Hospital in need of financial serv- 
ice can test a professional firm by three 


Is the recommended program a sound one? 


What is the firm's past experience in this 
What has it accomplished for its clients? 


Is it reliable? 


There are nine fund raising firms established 
in the east that operate on a high standard 
of performance under a professional code of 


There is ONE such firm in the West 


caretul 
y your 
ipon th® find 
plan 


mn 


Pitt 


| GLENN 0. EVERMAN, ASSOCIATES 


a1 


t 


ot 


WES! 





Suite 906—2Ist STREET- 





A Staff of Specialists to Serve You 


SACRAMENTO 14, CALIF 














states to the indigent and medically in 
digent, establishment of medical care 
authority in ad 
minister aid funds, development of hos- 
pital and health center facilities for 
rural areas, and expansion of public 


states to receive and 


health services 

Other features of the program 
establishment of mental hygiene clinics, 
health education, provision of facilities 


are 


for care and rehabilitation of the aged, 
integration of veterans’ medical care and 
hospital facilities with other existing 
programs, increased emphasis on indus- 
trial medicine, and adequate support- 
with funds free from political control, 
domination and regulation’ —of medi 
cal, dental and nursing schools 
A.M.A that 


campaign 


officials denied its na 
to fight compulsory 
health any propa 
ganda, lobbying or “slush fund” activ- 
ities, as advocates of compulsory health 
We are not 
a compulsory 
sickness insurance bill,’ Clem Whitaker, 
public relations director of the A.M.A 
campaign, stated We going to 
work together to resolve a program. We 


tional 


insurance involved 


insurance have charged 


just working to beat 


are 


are going to do everything in our power 
to acquaint the American people with 
desirability availability of 
prepaid, budget-basis medical care. We 
health 


the and the 


believe in voluntary insurance, 
not just as a political expedient, but as 
a sound development in medical eco 
nomics 

The 
Morris 


Jour Ndi, AS 


by Dr 
A.M.A 
answer to 
of 1346 
A.M.A 


the tace 


program was described 


Fishbein, editor of the 
the association's 
a protest signed by a group 
A.M.A. members 


stand pat 


charging the 
attitude in 


of federal proposals and 


with a 
failure to de- 
constructive 


velop a comprehensive, 


health program 


Vocational Nurses Graduated 


ROCHESTER, MINN.—The first class 
of vocational nurse students was gradu- 
St. Mary's Hospital School 
M. Domitilla, 


hospital, 


ated from 


month, Sister 
ot 
nounced. Ten students received diplo- 
mas and heard talks by Sister Domitilla 
and Dr. H. K. Gray of the Mayo Clinic. 
Dr taken active 
interest in development of the voca- 


here last 


superintendent the an- 


Gray, who has an 


tional nurses’ program, stressed the im- 
portance of auxiliary workers in caring 
sick 


for the 
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Use the liquid in the can 


UTRITIONISTS have long recognized that 
) serene of vitamins and minerals 
occurs when fresh foods are cooked in water 
(1). They have further pointed out that 
discarding the cooking water—the usual 
home practice—entails a loss of valuable, 
essential nutrients (2, 3). 

Modern practice in commercial canning 
goes far in preventing these solution losses 
in the case of products which are packed in 
syrups and brines 

Such canned foods are cooked by the heat 
process accorded them while still contained 
within the hermetically sealed can. 


A minimum of water is used, which also 


remains within the can, conserving for the 
consumer's use the extractable vitamins and 
minerals. 


Tabulated below are vitamin values found 
in the solid and liquid phases of several 
canned vegetables (4). The results indicate 
that approximately one third of these vita- 
mins are contained in the liquid portions. 
A parallel situation holds with respect to 
the minerals (5). 

Physicians can effect a conservation of 
essential vitamins and minerals by urging 
housewives to serve the liquid in the can 
with the solid portion or use it in soups and 
gravies. 





Percentage Distribution of Water Soluble Vitamins 


in Canned Vegetables 


Ascorbic Acid Thiamine Riboflavin 
Solid Liquid Solid Liquid Solid Liquid 
Asparagus, green 60 40 62 38 71 29 
Beans, green 64 36 67 33 76 24 
Beans, Lima 56 44 68 32 76 24 
Carrots 66 34 66 34 74 26 
Corn, whole kernel 61 39 67 33 78 22 
Peas 63 37 66 34 70 30 
Spinach 62 38 69 31 76 24 
1) J. Home Economics 28, 15 (1936) 4) J. Nutr. 28, 131 (1944) 
Food Research 8, 115 (1943 (5) J. Am, Diet. Assn. 27, 354 (1945) 


3) Food Research 7, 300 (1942 


AMERICAN CAN COMPANY 230 Park Avenue, New York 17, New York 


This is the third in a new series of articles which will summarize, for your convenience, the con- 
clusions about canned foods, which authorities in nutritional research and canning technology 
have reached. We want to make this series available to you, and so we ask your help. Will you 
tell us on a post card addressed to the General Research Laboratory, American Can Company, 
Maywood, [linois what phases of canned foods knowledge are of greatest interest to you. Your 


suggestions will help determine the subject matter of future articles. 


, ESA 
The Seal of Acceptance denotes that the statements pertaining to nutrition in this advertisement are a 
weeptable to the Committee on Foods and Nutrition of the American Medical Association, t ij 
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NEWS... 


Hospital Exhibitors and 
Associations Study Problems 
of Fund-Raising, Conventions 
CHICAGO 
tal associations conferred with the 
ot Hospital 
Industries Association 
the marter of 


Representatives of hospi 
ex 


ecutive committee the 


here last month 


to review solicitation of 


hospital industries for donations to in 
dividual hospital fund-raising cam- 
paigns, Edgerton Hart, H.1.A. secretary, 


reported 





between that period in the de 
ment of affairs when business letters 


were written in long-hand and records were kept mainly 


The trend in requests for donations 
to hospitals appears to be on the in 


crease and has aroused the deep concern 


of our entire industry,’ Mr. Hart said 
This subject was fully discussed at a 
recent meeting of the executive com 


mittee in conference with hospital asso- 
ciation officials. Representatives of the 
American Hospital Association and the 
Catholic Hospital Association expressed 
surprise and some concern at the prob- 
The 


industries association is circularizing its 


lem as it apparently exists today 





velop- 






n 


the head.” and today’s precise business-machine efficiency. 


is a small but vital item which many offices retain in 


archaic state: 


a system for the 


CONTROL SYSTEM 


an 


control of keys! 


Saves countless man-hours of 


lost time 
Saves quantities of temper and 
trouble 
locksmith 


expense 


Saves and mainte- 


By retaining a reserve key, a pattern key which is never loaned 


By tagging and filing your kevs as vou mark and file records 


By hev’s vital 


recording each 


For Complete Information, Write Today to 


P. 0. MOORE, 


statistics in a foolproof control 


300 FOURTH AVE. 
NEW YORK 10, N.Y. 
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membership to determine the extent of 
solicitation last year, Mr. Hart said 
The also reviewed 
conferences with national and regional 


lox king 


secretary s re pe wt 


hospital association groups 
toward improvement in the conduct of 
hospital association conventions. These 
conferences covered steps to be taken in 
eliminating conflict among convention 
dates, scheduling convention meetings 
so that sufficient time remains for visit- 
ing exhibits, uniformity of badges, re 
striction of unauthorized visitors on the 
exhibit floor, use of loud-speakers and 
other noise-making devices in exhibits, 
registration and convention entertain- 
ment 
The 


which suppliers conduct large and costly 


whole matter of the extent to 
cocktail parties in connection with con- 
ventions was thoroughly discussed with 
the secre- 


association representatives, 


tary reported. “It was realized that it ts 
not correct procedure for either H.LA 
or hospital associations to regiment ex- 
hibitors or others in attendance at the 
conventions. However, there was a 
meeting of minds to the effect that some 
kind of control should be developed to 
as possible such large 


eliminate as tar 


formal affairs 


Ewing Will Address 
New England Group 

BOSTON 
trator Oscar Ewing will be 


Adminis 
a featured 


Federal Security 


speaker at the 26th annual meeting of 
the New England Hospital Assembly 
here, March 28-30, Paul Spencer of Lo 
well, secretary of the assembly, announced 
Mr. Ewing will speak at a 
ot 


gene ral sessions on 


last month 


combined meeting the assembly's 


and 


trustee institute 
Tuesday, March 29, explaining how vol- 
untary hospitals would be affected under 


the national health program proposed by 


the Truman administration. More than 
1000 hospital administrators, trustees 


and personnel are expected to take part 


in the assembly, Mr. Spencer stated 


Hotel to Be Hospital 


BROOKLYN, N.Y The Half Moon 
Hotel at Coney Island has been pur 
chased by the Harbor Hospital here and 
will be converted into a hospital, it was 
reported last month. Hotel occupants 
will be evacuated by March 1 and the 
conversion into 600 bed general vol 

ntary hospital will be completed by 
June 1, the report said 
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the FRESH UP” aeeumieis 
FAMILY DRIWKT gi eer, 
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the ingredients — 
of 7-Up are proudly stated on 
the back of every bottle 
“Contains carbonated water, 
sugar, citric acid, lithium and 
sodium citrates, flavor derived 
from lemon and lime oils.”’ 
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WY me 
FAL GOLD 


CALIFORNIA 


Citrus Juice Bases 


So Economical. Rich in vital Vitamin 
C, these California juice bases provide 
healthful, delicious drinks for your 
patients. And so inexpensive, too! Each 
102 oz. can of Real Gold base makes 4 
gallon when properly diluted with water 
Real Gold bases also come in gallon con 
tainers, which are diluted 6 to | 


@ REAL GOLD ORANGE BASE 
® REAL GOLD LEMON BASE 
@ REAL GOLD GRAPEFRUIT BASE 


Real Gold bases are the concentrated juice 
of tresh oranges, lemons and grapetruit 
Most of the water from the freshly reamed 
juice 1s removed by Real Gold's special 
low temperature, vacuum -evaporation 
process, which protects 
the precious Vitamin C 
The resulting concen 
trate is blended with just 
the right amounts of 
sugar, dextrose and pure 
fruit oils to enhance 
fully its natural gooc 
ness and flavor. It is 
homogenized just before 
canning for lasting 
quality and uniformity 





DOES NOT REQUIRE 
REFRIGERATION! 





SOUTHERN CALIFORNIA CITRUS FOODS 


Redlands, California 
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NEWS... 


A.H.A. Announces Five 
Institutes to Be Held 
in March, April and May 
CHICAGO The American Hospital 
Association has announced five Mmstitutes 
for hospital trustees and administrative 
personnel to be conducted during March 
April and May: the 
igement and operating procedures for 


institute On man 


the dietary department at Biloxi, Miss., 
March 14-18: the institute for medical 
record librarians, Buck Hill Falls, Pa.. 
April 4-8; the institute for hospital 
engineers, Buck Hill Falls, Pa., April 
11-15; the insticute on hospital purchas- 
ing, Washington, D.C., April 18-22, and 
the institute on hospital laundry man 
agement, Chicago, May 16-20 

In addition, it was announced, an ac 
counting conference will be held in 
Kansas City, Mo., April 25, 26, for 
members of the Mid-West Hospital As 
sociation 

Following are other American Hospi- 
tal Association institutes definitely sched 
uled for 1949: pharmacy. San Francisco, 


June 27-July 1: dietetics, Los Angeles, 


June 20-27; purchasing. Ann Arbor, 
Mich., July 11-1 accounting (ad 
vanced), Boston, October 10-14; phar 
macy, Chicago, August 29-Sepr. 2 


medical records, Biloxi, Miss., November 
7-11; planning, Cincinnati, November 
28 Dec 4 
cago, December 5-10 


and personnel relations, Chi 


Would Bar Graduates of 
Foreign Medical Schools 
CHICAGO.—Graduates of foreign med 
ical schools would be barred from licen 
sure examinations in all states under a 
recommendation made here by the Fed- 
eration of State Boards of Medical Ex 
aminers. The recommendation was made 
in view of deterioration in medical teach 
ing and equipment generally known to 
have taken place in most foreign coun 
tries since 1935, the federation explained 
Purpose of the resolution embodying the 
recommendation was said to be to clarify 
conditions for foreign applicants and 
keep medical standards at a high level 
for the protection of the public 
Approximately 48 per cent of the 
14,520 graduates of foreign medical 
schools examined by state boards in the 
United States from 1930 through 1947 
failed to pass the examinations, Dr 
Creighton Barker, secretary of the Con 
necticut board, told the federation. The 
figure did not include graduates of Cana 


di in medic il schools he added 
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DARNELL CORP. LTD 
LONG BEACH 4, CALIFORNIA 
60 WALKER ST. NEW YORK 13. NY 
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REDUCE DISHWASHING 


...- with Single-Use Dixie Cups 


At hospitals where meals are served in paper cups and containers, 
dishwashing is cut toa minimum. Paper requires no scraping, washing, 
sterilizing, sorting, stacking. No soaps, detergents, maintenance of 
equipment, laundry of towels and aprons, breakage. You make appre- 
ciable savings with Dixie Cold and Hot Drink Cups, Food Containers’ 


Dessert Dishes. 


SMOOTH TO THE LIPS © RIGID CONSTRUCTION © LEAKPROOF 
PLEASANT TO TOUCH ® STAY-SEALED SEAMS ® ATTRACTIVE DESIGN 


For food and drink service 
that’s 
CLEANER 
QUICKER 
QUIETER 
SMOOTHER ~ 
SAFER 
THRIFTIER 


the trend is to 


MOST WIDELY ADVERTISED... . 
Cl MOST POPULAR OF PAPER CUPS 
For complete information on paper service, write Ey, poe - 
DIXIE CUP CO., Easton, Pa. ef sr aes eee 


DIXIE CUPS, VORTEX CUPS AND PAC-KUP CONTAINERS ARE MADE AT EASTON, PA. 
CHICAGO, |LL., DARLINGTON, S. C., FT. SMITH, ARK., TORONTO, CANADA 
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NEWS... 


Brown Report Gives Impetus 
to Solving Nursing Problems 

WASHINGTON, D.C.—The Brown re 
port, “Nursing for the Future,’ has 
given an added impetus for collective 
action toward solving the problems of 
nursing service and education that are 
nurses, hospital admin- 


well known to 


istrators and physicians, according to a 
Committee on 
The 
statement was issued here last month by 


Mary ¢ 


statement issued by the 


Implementing the Brown Report 


Connor, chairman 


The committee represents the six na- 
tional ( National 
League of Nursing Education, American 
Nurses’ Association, National Organiza- 
tion for Public Health Nurses, Associa- 
ton of Collegiate Schools of Nursing, 
National Association of Colored Gradu- 
ate Nurses and the American Associa 


nursing organizations 


tion for Industrial Nurses ) 
Miss Connor stated that, although the 
committee approved Jn principle Dr 


Brown's recommendations, it is too 


early to predictions as to 


offer any 
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COVERING MATERIAL 


44th St., New York 18, N. Y, 


whether the future pattern of nursing 
education and nursing service will be 
along the lines portrayed in the report 

The committee at the outset realized 
that in order to effect successful plan- 


all con- 


national program, 


ning for a 
cerned with nursing service must have a 
the statement said, 


voice in planning, 
and that hospitals, universities and 


others associated with nursing schools 


participate if a mutual 


must actively 
solution to the nursing problem is to 
be achieved 
The report 
detail the facilities or types of facilities 


does not enumerate in 
in existence geographically. Since such 
detailed information is essential for 
sound national planning, the committee 
has appointed a subcommittee on school 
data analysis, which has sent question- 
naires to state accredited schools 

The success of this project depends 
on schools of nursing returning the 
questionnaire by March 10,” the state 
ment The 


this project becomes significant when 


continued importance of 
one considers that as a result of the col- 
lection and analysis of this information 
data will be on hand to initiate projects 
dealing with other aspects of our nurs- 
ing problems 
It seems fitting that the nursing pro 
should take the lead toward 
improvement in the na- 
but all concerned 


fession 
effecting an 
tion's nursing service 
in nursing service should assume their 
part of the responsibility by contrib- 
uting to the program. Active participa- 
tion by hospitals, especially those closely 
associated with schools of nursing, is 
highly desirable and all hospitals will 
certainly be benefited in the long run 

Hospitals receiving the nursing school 
questionnaire can help themselves as 
well as other nursing 
schools by promptly completing and re- 
turning the questionnaire form, Everett 
W. Jones, vice president of The Mod- 
ern Hospital Publishing Company, Inc., 


said in an accompanying statement. The 


hospitals and 


project has been endorsed by the coun- 
cil on professional practice of the Amer- 
Hospital Mr. Jones 


ican Association, 


said 


Seminar on Hospital Program 

WASHINGTON, D¢ Nineteen states 
and three Latin-American nations were 
represented at a seminar on hospital 
planning and construction held here last 
month by Public Health 


Division of Hospital Facilities 


the Service, 
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OPEN-WEB STEEL JOISTS ? 


* es 









=". . Because Steel Joist Con- 

struction is the most economical 
way to build hospital buildings that are 
fire and sound resistive 


FASTER—Ceco Open-Web Steel Joists are 
light and easy to install. Special equipment 
and falsework are unnecessary. This results in 
speedy erection and minimum interference 
with other building trades on the job. 


Building men throughout the country are making 

greater use of Open-Web Steel Joists for construc- 

tion of light-occupancy buildings—they are par- 
ticularly adaptable, for example, to hospital buildings. 
The reasons: The cost is low, the construction is 
light, and the resulting building is fire and sound 
resistive, termite proof and nonshrinking. The 


“dead load” is amazingly low—less than forty 





pounds per square foot with a two-inch ECONOMICAL —Ceco's Open-Web Steel Joists 


are self-centering. The form work for the 
concrete slab—usually metal rib lath or steel- 
tex—rests directly on the steel joists without 
other support from the under side. 


concrete top slab and a plastered ceil- 
ing. This light weight reduces the size 


of footings, columns and beams. 


WHY SPECIFY CECO? 


fabricated in accordance with 
the standard specifications of 
the Steel Joist Institute and sim- 
plified recommendation 


Thirty-six years of construction 
experience in the field, on the 
job, has given Ceco a sure 
grasp of building problems. 


This fund of knowledge is 
yours to command from 23 
strategically located offices and 
warehouses coast-to-coast. Ceco 
Steel Joists are designed and 


R94-30 of the United States De- 
partment of Commerce. They 
are fabricated to exact size in 
the factory, come to the job 
tagged, ready to install. 





CONCEALS CONDUITS—Ceco Open-Web 
Steel Joists provide a ready means of conceal- 
ing ducts. wiring and piping. Space is saved 
by direct attachment of ceiling to joists. Time 
and materials are saved, too. 


CECO STEEL PRODUCTS CORPORATION 
General Offices: 5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 
Other Ceco products include metal windows, screens, steelforms, 
Py See Sweet's Architectural File for Ceco catalogs, or write. 


/n construction products CECO ENGINEERING wakes the big difference 
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NEWS... 


MacEachern Announces 
Names of N.U. Students 
Qualified for Degrees 

CHK Dr. Malcom T. Mac 
Eachern, director of the program in hos 
administration at Northwestern 


announced th: 


AGO 


pital 
University it the following 
students qualified for degrees last month 


Brett, master of hospital ad 


Lawrence 
ministration, administrator, Lexington 


Memorial Hospital, N« 


Eileen G. Damiani, B.S. in hospital ad 


Lexington 


ministration administrative inte rnship at 


Specified for America’s Finest Hospitals 





St. Luke's Hospital, Chicago; Haydn M. 
Deaner, B.S. in hospital administration, 
assistant administrator, Truesdale Hos- 
pital, Fall River, Mass.; Harry O. Dudley, 
master of hospital administration, ad 
ministrative assistant, Mount Sinai Hos- 
pital, Chicago; “Charles E. Mattix, B.S. 
in hospital administration, administrative 
internship at Grace Hospital, Detroit; 
George B. Pearson, B.S. in hospital ad- 
ministration, Highland 
Sanitarium, Shreveport, La.; Edwin H 
Prescott, B.S. in hospital administration, 


administrator, 


Reg. U. S. Pat. Off. 


HEAVY DUTY BOILERS 
(Oil... Gas... or Coal) 


The result of 80 years’ experience, Kewanee Steel Boilers are 
providing dependable and economical steam in thousands of 

America's finest hospitals, sanitariums and other institutions. 
Built of sturdy steel plate (and complying with ASME and SBI 
Codes) with extra stout stays and braces, this heavy duty 


convertibility. 





series has all the characteristics which make firebox 
boilers ideal for commercial high pressure with all-fuel 


In sizes for 10 to 304 horse power 


ReB. U.S. Par. Off 
MEMBER 


100, 125 and 150 Ibs. WP. 


KEWANEE, BOILER CORPORATION 


KEWANEE, 


ILLINOIS ; 


Branches in 60 Cities—Eastern District Office: 40 West 40th Street, New York City 18 
Division of Amrricay Raviator & Stardard Saritarg coxporation 





assistant administrator, Williamsport 
Hospital, Williamsport, Pa.; James A. 
Robinson Jr., master of hospital admin- 
istration, administrative residency at Los 
Angeles County Institutions; Thomas B 
Sellers Jr., master of hospital administra- 
tion, administrator, Old Hermann Hos 
pital, Houston, Tex., and Manley ¢ 
Solheim, B.S. in hospital administration, 
administrative internship at Charles S 
Wilson Memorial Hospital, Johnson 
City, N.Y 

The following one-year administrative 
residency appointments were announced, 
for students who 
ot 
Anderson, Grace 


effective February 1, 
the academic the 
courses: William I 
Hospital, Detroit; Mansfield Beshears, 
Presbyterian Hospital, Chicago; Evelyn 
M. Millis, Westlake Hospital, Melrose 
Park, Ill.; Ralph L. Roy, Methodist Hos 
pital, Memphis, Tenn., and Ernest A 
Ryberg, St. Luke's Hospital, Chicago, for 
months at 


finished portion 


six months followed by six 


Sherman Hospital, Elgin, Ill 


Change Name of Hospital 
BostON.—The hospital unit of the 
New England Medical Center will be 
the “New England Center 
Richard T. Viguers, adminis- 
The hos- 


known as 
Hospital, 
trator, announced last month 
pital corporation operates the Joseph 
Pratt Diagnostic Hospital and the Zis- 
kind Research Laboratories and will also 
include a new surgical hospital, Mr. 
Viguers explained 

‘The individual units will continue to 
use their old names but in referring to 
them as a group and also for certain 
formal purposes, the new name will be 
Mr “This 


change is a change of name only and 


used,” Viguers explained 


has no other significance 


Campaign Totals $1,338,545 

Erte, PA——The St. Vincent's Hospital 
expansion campaign was concluded here 
last month with a record-breaking total 
of $1,338,545 subscribed. Of this amount, 
$409,000 will be spent for an addition to 
the nurses’ home, $350,000 will go for 
a new food service building, $250,000 
will be used to pay the balance due on 
the general modernization of the main 
building just completed, and $100,000 
will be spent for a new maintenance and 
storage building, the hospital announced 
The campaign was directed by Ketchum, 
and was carried on over a period of 


Inc., 
three months 
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the new timesaving 
RONDIC 
BALL 
TYPE 


for every “sponge-stick” use 
for every department! 


The new CURITY RONDIC Sponges are 
ready-made round or “‘ball-shaped”’ 
sponges like those made by hand in 
most hospitals in the past. They are 
made of long-fibre cotton securely cov- 
ered with fine mesh gauze, and are 
offered in four convenient sizes. 


A “SPONGE-STICK” SPONGE. RONDIC 
Sponges are suitable for use with 
“sponge-stick’” or sponge forceps in 
any field of surgery. They have been 
used successfully in abdominal surgery, 
vaginal and rectal repair, etc. In any 
situation where a “‘sponge-stick’’ is 
used, RONDIC Sponges are ready for use. 
Other uses are myriad, in all depart- 
ments. Some of them are: 
Tonsil sponge and pack. 
Prepping and painting. 

Hypo, intravenous or hypodermoclysis wipe. 
Any “sponge-stick”’ use on the floor, dressing 
carriages, in the laboratory, examining 
or emergency rooms. 

SAVE VALUABLE NURSE-TIME. RONDIC 
Sponges, the first ready-made ball-type 
sponge, release nurses for vital profes- 
sional duties. The advantages of other 
ready-made dressings (such as CURITY 
Gauze Sponges, Lisco* Sponges and 
RADIOPAQUE* Sponges) are known to 
all hospitals. Now the same advantages 

may be enjoyed on round sponges. 
Ask your CURITY representative to 
demonstrate the new RONDIC Sponges. 
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NEWS... 


Conservatives Call British 
Health Plan a Failure, 
Demand Bevan’s Resignation 


Spokesmen for the Con 
Parliament 


CHICAGO 
servative party in Britain's 
charged that the Socialist government's 
failure and de- 
manded ot health 
minister, Aneurin Bevan, according to a 
report published here last month by the 


health scheme was a 


the 


the resignation 


Chicago Tribune. The health service was 
$529,700 000 up to 


to 


estimated cost 
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March 31, the report said, but the 
House of Commons approved appropri- 
ation of an additional $211,200,000. 
Conservative speakers charged the gov- 
ernment with “deliberately * underesti- 
mating” the cost of the plan in order to 
sell it to the public, the Tribune report 
stated 

Speaking for the health ministry, 
Arthur Blenkinsop, secretary, said the 
government had no means of judging 
Under 


the plan’s cost in advance its 


first nine months of operation, he re- 


FOR THE WARMTH OF WOOD 
OR THE DIGNITY OF MARBLE= 
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ported, 128,000,000 prescriptions had 
been filled, 2,000,000 pairs of spectacles 
were provided, and 2850 artificial limbs 
had been distributed. 

A New York Times report of the 
same debate said government speakers 
reported that nearly a fourth of the 
extra expense incurred during the plan's 
operation, in excess of original esti- 
mates, was caused by a rush for long- 
neglected dental treatment. According 
to this report, Mr. Bevan and Mr. 
Blenkinsop insisted that the plan was 
working successfully and was “the most 
popular program ever undertaken by 
any government.” The ministry said that 
95 per cent of the population had reg- 
istered for treatment from general prac- 
titioners and that “the vast majority of 
practitioners” had 
Ninety per cent of the nation’s dentists 
also are participating, it was reported. 


joined the service. 


Montefiore Hospital Starts 
“Family Interview” Program 
New YorK.— Montefiore Hospital 
for chronic disease here has instituted 
a “family interview” program aimed at 
answering questions and allaying fears 
patients, 
Two 


evenings a week are set aside during 


among relatives of hospital 
it was reported here recently. 


which, at stated periods, teams of staff 
physicians and social workers are avail- 
able to discuss problems arising from 
the illness of hospital patients with 
members of the patients’ families. The 
interview program was described by a 
New York Times writer as “another in- 
novation by Montefiore Hospital, a pio- 


neer in the technics of institutional 
medicine.’ 
Commenting on the program, Dr 


E. M. Bluestone, hospital director, said the 
interviews provide 
of the patient,’ combining social and 
medical aspects and enabling both med- 
ical and social staffs to learn more about 
the patients problems at the same time, 
it was explained. The program permits 
the family of the patient to discuss the 
situation staff members 
pressure and in a relaxed atmosphere 

Interviews commonly last from ten 


a stereoscopic view 


with without 


to twenty minutes, it was reported. No 
appointments made limit 
is set on the number of visits with the 
doctor and social worker that each fam- 
ily may have. Interviews take place in 
the hospital auditorium every Tuesday 
evening for one hour preceding regular 
hospital visiting hours. 


are and no 
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/ Low mild can a cigarette be ? 


[, a recent coast-to-coast 
test, hundreds of men and 
women smoked Camels—and 
only Camels—for 30 consecu- 
tive days. These people 
smoked on the average of one 
to two packages of Camels a 
day during the entire test pe- 
riod. Each week, throat spe- 
cialists examined these Camel 
smokers. A total of 2,470 care- 
ful examinations were made 
by these doctors. After study- 
ing the results of the weekly 
examinations, these throat 
specialists reported: 


"NOT ONE SINGLE CASE OF THROAT 
IRRITATION DUE TO SMOKING CAMELS!” 


Money Back Test Camel mildness for yourself in your own 
Cc... dat “ -Zone.” T for taste, T for throat. If, at 
eaieetnaditaideaaais any time, you are not convinced that Camels 

are the mildest cigarette you've ever smoked, 

return the package with the unused Camels 
and we will refund its full purchase price, 
plus postage. (Signed) R. J. Reynolds Tobacco 

Company, Winston-Salem, North Carolina, 





’ - 

{ . 

Be According to a Nationwide survey: 
@ 7 Ww o 


i<syy More Doctors 
’ rs SMOKE CAMELS 


than any other cigarette 
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NEWS... 


Introduces Prepayment Plan 
for Hospitalization of 
California Workers 
SACRAMENTO, CALII 
payment plan for hospitalization was 
Francis 


A state pre 


proposed here last month by 
Dunn Jr., Oakland assemblyman 
presented a program to cover 3,000,000 
voluntary 


who 


California workers in a hos 


pital plan that would be integrated 


with the existing unemployment system 
The Dunn plan would add a | per cent 


pay roll deduction on the first $5000 


Not all workers would join at first, 
but as 


benetits were demonstrated others would 


the assemblyman explained, 
join and in the meantime hospital facil- 
ities would be expanded to care for the 
increased load.’ 

Mr. Dunn opposed Governor Warren's 
bill for compulsory state health insur- 
ance. “It is doubtful if any compulsory 
program can be made to work even if it 
were possible to enact the law,” he said 
For one thing, we do not have suffi- 
cient hospital facilities to take care of 


FOR SIMPLE, COMFORTABLE TRACTION 


the Dyker 


overbed 
frame 





Simply designed. easily operated, the Stryker Overbed 


Frame provides comfortable, 


ture patient. 


Consisting of a 


effective traction for the frae- 


heavy-walled tubular stee! 


shaft which one nurse can instantly attach to each end of 


any metal hospital bed, it eliminates the need for expensive, 


complicated fracture beds... 


space. 


requires but little storage 


(ny type of arm or leg traction is obtained by merely 


positioning the rubber-tipped cross bars along the shaft. 


Pulleys and C-Clamps can be attached at any desired point. 


Doctors and nurses appreciate the convenience of this new 


fracture frame. 


Write for complete information 


ORTHOPEDIC FRAME COMPANY 
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Kalamazoo, Michigan 





everybody; furthermore, it is 


ion that for any hospitalization plan to 


my 


opin 


succeed we would have to have the full 


cooperation of the doctors, who now 


oppose compulsory health insurance 





COMING MEETINGS 


OF HOSPITAL ADMIN 
25-26. 


AMERICAN COLLEGES 
ISTRATORS, Cleveland, Sept 


AMERICAN COLLEGE OF HOSPITAL ADMINIS 
TRATORS, Southern Institute, University of Ten 
nessee College of Medicine, March 21-26 


AMERICAN COLLEGE OF SURGEONS, nee 


Meetings: Statler Hotel, Washington, : 
March 15-16; Statler Hotel, Buffalo, N.Y., March 
21-22; MacDonald Hotel, Edmonton, Alta., April 
12-13. 


AMERICAN CONGRESS OF OBSTETRICS AND 
GYNECOLOGY, Hote! Statler, New York City 
May 14-19 


AMERICAN HOSPITAL ASSOCIATION, Cleve 
land, Sept. 26-29 


AMERICAN OCCUPATIONAL THERAPY ASSO 
CIATION, Book-Cadillac Hotel, Detroit, Aug 
23-25. Institute, Aug. 26, 27. 


AMERICAN PROTESTANT HOSPITAL ASSOCIA 
TION, Cleveland, Sept. 23-24 


AMERICAN SOCIETY OF MEDICAL TECHNOL 
OGISTS, Hotel Roanoke, Roanoke, Va., June 
20-23 


AMERICAN SOCIETY OF X-RAY TECHNICIANS, 
San Francisco, June 5-10 


ARKANSAS HOSPITAL ASSOCIATION, Marion 


Hotel, Little Rock, May 16-17 

ASSOCIATION FOR PHYSICAL AND MENTAL 
REHABILITATION, Hotel New Yorker New 
York City, May {8-21 


ASSOCIATION OF WESTERN HOSPITALS, Civic 
Auditorium, San Francisco, May 9-12. 
CAROLINAS-VIRGINIAS HOSPITAL ASSOCIA 
TION, Asheville. N. C., April 21-22 
CATHOLIC HOSPITAL ASSOCIATION, St. Louis 
June 13-16 


ASSOCIATION, Fort Des 


April 22 


1IOWA 
Moines Hotel, 


HOSPITAL 
Fort Des Moines, 
KENTUCKY HOSPITAL ASSOCIATION, Kentucky 
Hotel, Louisville, March 20-April | 


MARYLAND-DISTRICT OF COLUMBIA-DELAWARE 
HOSPITAL ASSOCIATION, duPont Hotel, Wil 


mington, Del., Nov. 14-15. 
MASSACHUSETTS HOSPITAL ASSOCIATION 
Statler Hote!, Boston, March 28. 


MIDDLE ATLANTIC HOSPITAL ASSEMBLY, Con 


vention Hall, Atlantic City, N.J., May 18-20 
MID-WEST HOSPITAL ASSOCIATION, Kansas 
City, April 26-28 
NEW ENGLAND HOSPITAL ASSEMBLY, Hote! 
Statler, Boston, March 28-30 


OHIO HOSPITAL ASSOCIATION, Neil 
Columbus, Ohio, March 23-26. 


House 
SOUTHEASTERN HOSPITAL CONFERENCE, Buena 
Vista Hotel, Biloxi, Miss., April 27-29 


SOUTHERN CONFERENCE ON — PLAN 
NING, Biloxi, Miss., May 19-21. 


TENNESSEE HOSPITAL ASSOCIATION, 
Jack-on Hotel, Nashville, March 17-19 


Andrew 


HOSPITAL Buccaneer 


Galveston, 


ASSOCIATION, 
April 19-21. 


TEXAS 
Hotel, 


TRI-STATE HOSPITAL ASSEMBLY, Palmer House 
Chicago, May 2-4 
UPPER CONFERENCE, 


MIDWEST HOSPITAL 
Minneapolis, -28 


May 26-2) 
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... You'll want to 
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equipment with 


POUR-0-VAC SEALS 


the modern, reusable hermetic closure 
for sealing, storing, handling and con- 
serving surgical fluids. 





THESE FACTS ARE CONVINCING... 


Pour-o-vac Seals eliminate the possibility 
of sterile water contamination caused by 
intake of bacteria-laden dust . . . avoids 
contamination by unfiltered air. 


They serve a secondary function of provid- 
ing a dustproof seal for remaining fluid 
when only the partial contents of a con- 
tainer are used. Of importance, they are 
interchangeable with all Fenwal 3000, 
2000, 1000 and 500 ml. containers. 


In permitting contents to be stored for long 
periods under vacuum . . . periodic testing 
for sterility without breaking the hermetic 
seal . . . pouring of contents from a non- 
drip sterile lip, Pour-o-vac seals eliminate 
the wasteful, time-consuming and ques- 
tionably scientific method of sealing with 
gauze, cotton, paper, string and tape. 


ALSO INV ESTIGATE—Fenwal Automatic 
Washing Units, capable of accommodating and 
thoroughly cleansing 4 containers in 30 seconds. 


Heaoauaerees ror sciemrinic 
6 a 





ORDER TOD.AY or write immediately for 
further information 


MACALASTER BICKNELL COMPANY 


243 Broadway Cambridge, Massachusetts 
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For smoother, 
more efficient 
hospital operation 








.. + Stanley Magic Doors 


Stanley Magic Doors meet a 
real need in the modern, well- 
equipped hospital. Operated by 
a photo-electric “eye”, Magic 
Doors open automatically on 
approach, stay open ’till the pas- 
sage is clear, then close quickly 
and silently. 

Think what a help that is to 
patients on crutches or in wheel 
chairs—to hospital personnel 
carrying instruments or trays. 





On corridor, ambulance, nurs- 
ery, delivery room and operating 
room doors, cafeteria doors and 
main entrances, Stanley Magic 
Doors have added greater con- 
venience and efficiency in leading 
hospitals all over the country! If 
you have not already done so, it 
will pay you to get full informa- 
tion on Stanley Magic Doors 
now. Fill out and mail this 
coupon today. 


[ STANLEY ] 7c Magic Door 





Reg. U. S. Pat. Off 






1 —— HARDWARE * HAND TOOLS ® ELECTRIC TOOLS * STEEL STRAPPING ~~~ 


The Stanley Works, Magic Door Division, New Britain Conn 
Please send full information on Stanley Magic Doors for hospital use. 


Name 
Hospital 
Street 


City State 


Check if you would 
like a representative 
to call 


em ee ee ee ee 





NEWS... 


G.P.’s Protest Ruling 
of Maimonides Hospital 
Requiring Specialization 
BROOKLYN, N.Y. 
of the medical staff at the Israel Zion 
Division of Maimonides Hospital here 
under which 300 general practitioners 
would have to limit their hospital prac- 
tice to one department was strongly pro- 
tested last month by spokesmen for the 
general practitioner group. The general 
practitioners contended that it was 
“either medically or economically im- 
for them to specialize and 


A reorganization 


possible’ 
that the regulation was therefore equiva 
lent to loss of hospital privileges. The 
move was also described by the doctors’ 
group as a loss to the public since pa- 
tients of the doctors affected would be 
denied the full use of hospital facilities, 
it was claimed ‘ 

Hospital officials denied the charge 
and said the reorganization was in line 
with staff structures in “practically all 
the large voluntary hospitals of the city 
The changes were described as part of 
a comprehensive development program 
at the hospital aimed at bringing better 
and more economical care to Brooklyn 
residents 

Under the new plan, which also in 
cludes expansion and renovation ot 
facilities, intensification of medical edu 
cation and institution of a larger re 
search program, there is a place on the 
staft for every member now on it,” a 


hospital official said. “If these doctors 


choose to leave the staff, its their own 
doing 
Under the original reorganization 


plan, general practitioners using the 


hospital's facilities were requested to 
either medicine, 


1948 


choose a single field 


surgery or obstetrics—by July 1, 
The doctors appealed to the hospital for 
the date has been 
1949, it 


group is now re 


additional time and 


extended to July 1, was €Xx 


plained. The doctors 
questing continuation of present status 


for an additional tive years 


$2,000,000 to Detroit Fund 


Derroit.—Contrributions of $1,500 
OOO by the Kresge and 
$500,000 by the McGregor Fund have 


Foundation 
been made to the Greater Detroit Hos- 
pital Fund, it was announced here last 
month. The fund will finance enlarge- 
ment and modernization of ten volun- 
tary hospitals and construction of four 
new ones in the Detroit metropolitan 


area, it was explained 
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What every Hospital Administrator 











Micarta table tops offer a tough, im- 
pervious surface that makes possible 


hospital cleanliness.” Sanitation is 


quite as important in hospital eating 
places as in operating rooms, where 
Micarta is extensively used. 





Micarta’s well known resistance to all 
types of food products, and to deter- 
gents and household cleansers, makes 
this beautiful plastic popular for 
sinks, counters and all work surfaces. 
























. 


should know about 


ICARTA is a remarkably tough and strikingly handsome 
plastic laminate, available in 32 colors and finishes. 





It is widely used in main kitchens, pantries, diet kitchens, 
operating rooms, corridors, reception rooms, recreation 
areas, and in wards and private rooms of leading hospitals 


and institutions. 


Micarta requires virtually no maintenance. It is not 
affected by boiling water, alcohol, detergents, household 
cleansers, dilute acids, condiments, and even barber 


and beauty shop preparations. 


While Micarta is highly resistant to cigarette burns, 
a special cigarette-proof grade is available for complete 
protection. Micarta is made in the following forms: 


Micarta SHEET, 1/16” 


MicarTA PANEL, in 7%” and 1! 


;” thicknesses. 


thick, used by fabricators who 
have the requisite bonding equipment. 


This 


Micarta Sheet, bonded to special cores of 


mahogany-faced Weldwood Plywood. 


MICARTABORD, 5/32” 
as a wall surface. 


We invite you to send the coupon for literature and 
free sample. Test Micarta’s unusual properties yourself. 





UNITED STATES PLYWOOD 


More and more, Micarta is being 
used for furniture tops in hospitals 
and institutions. Micarta Truwood, made with 
genuine wood veneers, is widely used for 
such applications. Incidentally, Micarta can 
be worked by hand tools. It can be sawed, 
trimmed, planed and drilled 





thick, used generally 


Made by Westinghouse. Sold for decorative purposes only by 


is 


CORPORATION - 








Micarta is ideal for counter 
tops in lunch-rooms and 
soda shops. It is not 

marred when cigarettes are 
snuffed out against it 


If you are uncertain, 
if you don't know what 
Micarta will do... 


Here’s a 


challenging offer: 
Try to chip it! 
Use silverware, cooking 


implements, the ordinary 
tools that would be used 


in a busy kitchen 
pantry. Just try! 


or 


Try to dent it! 
Bang heavy glasses, ash 
trays, Cups, or even 
cooking pots and pans 


on it. Just try! 


Try to stain it! 


Spill alcohol on it, 
boiling water, nail 
polish, polish remover, 
even hydrogen peroxide 


up to 8 hours. Ju 


t try! 


Try to score it! 


Gouge it with the edge 


of a half dollar. Y 


ou 


can, of course, scratch it 
with the point of a sharp 
steel penknife, but as for 


anything else, 


just try 


Try to spoil it! 
Use it as an ash tray 
Snuff out cigarettes 


against 
Actually Sod it in 
water. Just fry to 
spoil it. 


it. Walk on it 


New York 18, N. Y. 








United States Plywood Corporation 


Without 


any 


55 West 44th Street, New York 18, N 
1 WANT TO GIVE MICARTA THE ‘THIRD DEGREE.” 


obligation whatever, 


Y 





send me, free, 





a sample of 


Micarta so I can see for myself how beautiful, tough, wear-resisting 


and abuse-proof Micarta really is 


NAME 
COMPANY 
ADDRESS 


CITY 


TITLE 














bat 34 

— 
a7 

- 


pene ePePe” 
4 


mane . 
Pie te 


pants allo 
saw Senne: 


mit 


] 
* 


5 
' 
E 
' 
2 
z 
5 


TT 














if, 








® 


Made by Columbia for Kaufman’s, Inc. through 
Simon Ventilighter Co., New York City. 
Size: 20 ft., 3'g in. x 24 ft. 10% in. (507 sq. ft.) 





Out in Colorado Springs there’s a giant 
Columbia Venetian Blind two stories 
high! Before it was installed in the 
window of the remodeled Kaufman’s 
store, it stopped traffic on display 
against a 2-story factory. Its special 
tilt device is operated by remoie control! 


Here’s the point to interest you: the 
company that can do such a Barnum 
job has the know-how to handle any 
kind of Venetian Blind you want! Look 
to Columbia for quality, for smooth, 


dependable operation on any scale. 
“CCC” - Columbia - Controlled - Con- 
struction assures long wear and econ- 
omy. Columbia styling assures smart 
looks. 
* * * 

Columbia Venetian Blinds and Win- 
dow Shades are sold only through 
Columbia Authorized Dealers: leading 
department, furniture stores and shade 
shops. Your nearest Columbia Author- 
ized Dealer will be glad to consult with 
you on your special needs. 


Crtek a Colanbie Aaittouged Lbalee 





VENETIAN BLINDS 
AND WINDOW SHADES 


THE COLUMBIA MILLS, 


INC. 


© 428 SOUTH WARREN STREET, SYRACUSE 2, 
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SMM insinngnnnreey 
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CHECK THESE COLUMBIA 
QUALITY POINTS 


e handsome headbox, dust- 
and-rustproof, completely 
encloses all satin-smooth 
working parts. 

e@ choice of enameled-coated 
steel or aluminum slats. 
Easy to clean. 

@ tape removal clip at top 
and bottom makes tape 
changing quick, easy. 

@ automatic safety stop 
holds blind where you 
want it—no slipping. 

@ Columbia’s special Snap- 
Stop keeps blind from 
rattling, banging when 
window is open. 

e “famous fourteen” colors 
fit harmoniously into any 
color scheme. 
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More and more hospitals are discovering that 


cubicle equipment actually reduces the time 


spent by patients in convalescence. Investigate 
the advantages in ARNCO cubicles for your 


hospital. 
When Buying Cubicles Check These Features 


Brass tubing 14 B & S gauge. 
Aluminum tubing .065 same thickness as brass. 
Double corner bend for complete enclosure. 
Threaded joints. no unsightly serew heads. 
Reinforced arm and tubing connector. 
Jean cloth curtains. 
Aluminum polished, lasting finish, in appearance same 
as brass chrome plate. 
Lower installation costs, tubing cut to precise measure- 
ments and corner bends pre-assembled. 
Onty Arnco Gives You Att Test Frarures! 


Now Available in 


ALUMILITE 


Permanent Finish 


Write for latest catalog. 


A.R. NELSON CO., inc. 


210 EAST 40th STREET 
NEW YORK 16, N.Y. 








NEWS... 


Florida A. and M. College ee Cen eee ee ee 


Starts Construction of Ph NOE alt” te WIE 


$2,000,000 Health Center Ps 05.3 wal ic action” bunds 
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ew i Hermann Operating Table 


by Shampaine! 


The Hermann Major Operating Table, S-1506, is the result of careful 
surgical research and Shampaine engineering skill—combined to 
provide unique features not available on any other table. 
@ EXTREME KIDNEY POSITION of 130° at minimum 32” 
height eliminates need of kidney elevator and footstool— 
provides complete body support to extremities. 
@ SINGLE CONTROL ADJUSTMENT from kidney to reflex 
abdominal positions facilitates closure of body opening for 
suturing. 
@ LOW 90 CHAIR POSITION ct 26” minimum height — 
ideal for brain and EENT surgery. 
@ HEAD END CONTROL of most important adjustments by 
the anesthetist. 
The above and other outstanding features of the new Hermann 
Major Operating Table justify immediate investigation. 


Sold through Surgical and Hospital Supply Dealers. 


SHAMPAINE CO. sisson 


162 








xampie of interracial neighbDorliness 


I 
£ t of us here today,” Dr 
G S 
The new ng will include f 
es f 10 bed hospital, a nursing 
n imi 00 len 
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Suggests Revisions in 
Hospital Internship 
New YorK.—Revision of the hos 
tal internship to provide broader ex 
better tu equip the young 
meet the pers nality, social 
ommunity problems which he will 
face in practice was proposed here last 
nth by Dr. Benjamin P. Watson 
esident of the New York Academy of 


Medicine n his inaugural ad {ress 
Dr. Watson suggested that desirable 
lded experience might be obtained by 
n exchange in personnel between large 
eaching hospitals in cities and smaller 
community hospitals, or by a modifica 
on of the old apprenticeship system 


inder which the intern would be ass« 


€ with embers f e stat in 
private pt € \ ¢ ng 1S 
hospital work as an extern 

Dr. Watson also stated that reforms 


were needed in medical education to 
intensity undergraduate collegiate train 


so that the medical program might 





Mount Sinai Adds Two 

Laboratories and Pavilion 
New YORK.— Addition of a ten-story 

maternity pavilion anc 

oratories to the facilities of Mount Sinai 


two research lab 


Hospital was announced here last month 
The expansion program will cost $7,000 
QOO, it was estimated. Construction has 
been undertaken according to Alfred 1 
Rose, president of the hospital. Funds 
raised by the hospital to finance the 
project are augmented by contributions 
trom the Federation of Jewish Philan 
hropies of New York, Mr. Rose said 

The maternity building will have 160 
beds for ward, semiprivate and private 
tients, as well as an institute of bio 
genetics tor education and research pro 
rams. An additional building will house 
resent hospital laboratories and a new 


laboratory department, it was explained 
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@ Now—more than ever—durable, easy-to-clean 

Vollrath Ware is your best buy for Steady-Duty 
service! For time-saving, work-saving qual- 
ities that aid in maintaining highest 


standards of hospital service, day 





after day! By all standards of per- 
formance, you'll find Vollrath 
Ware your best value . . 
Vollrath Stainless Steei 
and Vollrath Porcelain 


Enameled Ware. 


. dn DUCA “yf 
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Name Your Stain. 


It won’t mar the lasting beauty of 
Varlar Stainproof Wall Covering 





TAINS of all kinds wash right off beautiful stainproof 
Varlar, quickly and easily, with ordinary soap and 
water! Ink, food, hair tonic, cold cream, crayon, shoe polish 
all the common “indelible” staining agents, plus many 





uncommon ones wipe right off this remarkable new » 

modern wall covering ee ae 
Stainproof Varlar brings fresh, enduring beauty and 

: " HOT GREASE 


protection to hospital rooms, wards, hallways and lounges 
Allows new wall cleanliness never before possible! 
Stainproof Varlar has no surface coating to crack or a 
peel. No brittle plastic “skin” to chip or discolor. Varlar’s " 
rich new coloring and stain resistance go clear through 
and last for life! 
Cut the maintenance cost of every room and passage- 


Can't stain Varlar! 


way public or private, domestic or commercial with 

beautiful, lasting Varlar. All 93 stunning styles florals, 

plaids, weaves, pictorials, stripes and tiles go up easily LIPSTICK 
as wallpaper. Varlar saves you trouble, time and money Wipes right off ! 


every day of its long-life service 
Smear, splatter, write or even walk on your free test 
sample. Then quickly, easily wash it clean with ordinary 
soap and water Watch it come up sparkling-fresh, again 
and again! Mail the handy coupon for your free sample of Pp ° 
beautiful stainproof Varlar - 


Varlar resists fire, water, steam, bacteria and vermin, 
too is not affected by hundreds of agents which ruin MERCUROCHROME 


wdinary wall coverings Never stains Varlar! 


- ~ TEST A FREE SAMPLE OF AMAZING VARLAR! 


tower Before Such Endiwriing Cea, 
VARLAR., INC., Dept. A-39 


e 
' 
' 
' 
| Merchandise Mart, Chicago 54, Illinois 
- I'll show you how to stain it! Send my 
1! FREE sample of Varlar and I'll make my 
\ : own tests. 
' 
' 
' 
' 
' 
' 
' 
' 
' 
' 


Stainproof Wall Covering |X 
Street 


VARLAR, Inc. 


Wize Yuta City Zone State 
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INEWS... 


International Hospital 
Federation to Meet in 
Amsterdam, May 30-June 4 

CHICAGO.—The International Hospi 
tal Federation will meet in Amsterdam, 
Holland, May 30 to June 4, it was an- 
nounced at American Hospital Asso 
ciation headquarters here last month 
Donald C. Smelzer, M.D., chairman of 
the association's council on international 
relations, will be the official American 
delegate. An invitation has been ex 
tended to all hospital people in the 
United States and Canada to attend 

An independent study organization, 
the International Hospital Federation 
aims at maintaining an exchange of hos 
pital information and experience among 
hospital associations and other public 
and private institutions, organizations 
and individuals interested in hospital 
work, the announcement said. Its activi 
ties include the collection of all national 
literature on hospital work and practice 
conferences and building plans; organ 
ization of study tours and study courses 


n hospital work; setting up of inter 


national study committees and publica 
tion of their reports; promotion of na 
tional hospital organizations in countries 
where there are none, and publication of 
an international hospital journal 

A member of the World Health Or 
ganization, the federation includes the 
American Hospital Association and hos 
pital associations of Belgium, Denmark 
France, Great Britain, Holland, Ireland 
Italy, Luxembourg, Norway, Sweden and 
Switzerland. Successor to the Interna 
tional Hospital Association, the federa 


tion was organized in 1947 


Name Carolina Officers 

GREENVILLE, S James L. Rogers, 
administrator of the Spartanburg Gen 
eral Hospital, Spartanburg, S.C was 
named president-elect. of the South 
Carolina Hospital Association at the 
annual meeting of the association here 
last month 

Other officers named were: vice presi 
dents, T. B. Stevenson, Colleton County 
Hospital, Walterboro; Rev. W. M 
Whiteside, South Carolina Baptist Hos 
pital, Columbia; vice president, Sister 
Bernadette, St. Eugene Hospital, Dillon 
trustees, F. O. Bates, Roper Hospital, 
Charleston, James M. Daniel, Columbia 
Hospital, Columbia, and secretary-treas 
irer, Allen D. Howland, South Carolina 
Hospital Service Plan, Greenville 
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If it’s IBM... 
it is electric 





As natural as the application of electric IBM Electric Typewriter—including car- 
power to communications or mass pro- riage return, tabulator, backspacer, and 
duction is the application of electricity to shift. Uniformity of appearance—regard- 
typing. less of the typist’s touch—is assured by the 

IBM, pioneer in this development, has __ built-in impression control. The easily- 
engineered the IBM Electric Typewriter adjusted multiple copy control provides 
to bring economy to the modern office for one or many legible carbons. 
through the advantages of speed, uniform The IBM representative nearest you will 
quality, and ease of operation. demonstrate the many new features of the 
A light touch operates all keys on the IBM Electric Typewriter. 





ELECTRIC TYPEWRITERS 
ELECTRIC ACCOUNTING MACHINES .. . SERVICE BUREAU FACILITIES 
PROOF MACHINES... TIME RECORDERS AND ELECTRIC TIME SYSTEMS 


International Business Machines Corporation, World Headquarters Building, 590 Madison Avenue, New York 22, N. Y. 
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NEWS... 


Proposed N.J. Medical Center 
to Be Included in N.Y.U.- 
Bellevue Regional Plan 

New YORK 
rural medical center and a metropolitan, 
afhliated 
plated under inclusion of the proposed 


Partnership between a 


university center is contem 


Hunterdon County, New Jersey, medical 
York 


University-Bellevue Medical Center's re 


center as a member of the New 
gional hospital plan. The afhliation was 
announced month by Winthrop 
Rockefeller, chairman of the New York 


last 


‘BI 


un 





* A life size female model made 
washed with soap and water. 


individual teaching models . . . 





University - Bellevue Medical Center 
board, and Clifford Snyder, president of 
the proposed rural center 

Hunterdon County is the only county 
in the state which does not have a hos 
pital of its own, it was pointed out. With 
its population of 38,000 now receiving 
medical care from only thirty-two prac 
Hunterdon 


ticing physicians, the new 


Medical Center will provide a 125 bed 
hospital and affliated health facilities de 
signed to provide first-rate, modern med 


ical care. Funds for the new project are 


DURABLE" 


TORSO MODEL 


Made in Occupied Japan 





“Durable” Torso Models are used in leading 


versities, nurses training schools and other 


institutions teaching anatomy and physiology 


of colored pressed paper ... Can be 


Abdominal and thoracic organs and brain can be removed for use as 


Organs open to show detailed internal 


structure; brain is dissected into six parts. 


Labels on the model identify o 
in an accompanying booklet. 
Physiological relationships 


of 


ver 500 structures which are described 


the circulatory, nervous, respiratory, 


digestive and other systems can be clearly demonstrated on the model. 


2000 ‘Durable”’ 


Life Size Female Torso 
papi kien Each $350.00 


Write for Our New Catalog, giving your position 
and institutional address, please 


CLay-ApAMs COMPANY, INC. 


141 EAST 25th STREET 


NEW YORK 10 


Showrooms else ot 208 West Wesbingtee Street, CHICAGO 8, ILL. 
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t. be ratsed primarily in the county, 
with the federal government expected to 
contribute through the Hill-Burton Act 

Following an extensive survey of the 
health and hospital needs in Hunterdon 
County, Dr. E. H. | 
secretary of the New York Academy of 


Corwin, executive 


Medicine, commented on the athiliation 
as one which will make the Hunterdon 
Hospital “a forerunner of the type of 
organization which rural hospitals may 
want to follow in other parts of the 
country, and one which will bring to this 
rural area a number of young doctors of 
the highest caliber 

Outlining the plan, Dr. Corwin said 
that it strengthens the position of the 
county's medical profession and makes 


available to its doctors a consulting serv 


ice and an opportunity to extend the 
field of their usefulness to the patient 
The affiliation,’ he said, “will serve as 
an attraction, not only to the patients 
who desire superior medical care near 
home without having to go to the large 


urban medical centers, but also to phy 


sicians to settle in the county in the 
future.’ He stated that the athliation of 
the Hunterdon County Medical Center 


with New York University should assure 
from the 
the 


immediate recognition 
Medical 


if interns and residents 


American Association tor 
training « 
Administered under the regional hos 
pital plan, a teaching program for rural 
ind suburban hospitals financed by the 
Kellogg Foundat 
ation will include provision for a mem 
teaching statt of New York 
to sit on the medical 
Hunterdon center. Chiefs 


the Hunterdon Hospital 


ion, the Hunterdon affil 
ber of the 
University-Bellevue 
ard of the 
of 


be 
of services 
rank on the univer 
sity faculn 


New Yor 


tion in particularly 


d faculty specialists in 
{on for consulta 
Also 


students 


k can be ( ille 
lithcult cases 
ergraduate medical 


Hunterdon Hospital 


senior una 


j 
cquainted with the nature of 


rural medicine. Resident doctors from 


the University Hospital and Hunterdon 


Hospital will rotate. In addition, a new 
Hunterdon school of nursing will be 
thliated with the Bellevue school of 
nursing and trainees will spend part of 
heir training period at the Medical 
Cente 

Other hospitals included in the plan 
re: Easton Hospital, Easton, Pa.; Fitkin 
Memorial Hospital, Neptune, N.J.; Flush 
ng Hospital, Flushing. N.Y.; Grasslands 
Hospital, Valhalla, N.Y.; Meadowbrook 
Hospital, Hempstead, N.Y.; Monmouth 
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ANNOUNCING NEW 





Non-caustic 
Non-irritant 
a Non-specific 
Non-corrosive 
REG. U.S. PAT. OFF. Economical 


Pleasant odor 


DISINFECTANT 





O-syl is a significant and impor- Economical to use, O-syl is so 
tant development in the field of highly concentrated that even when 
disinfectants. A non-irritating, non- greatly diluted, it is extremely pow- 
caustic, non-specific germicide that — erful in its antibacterial action. 

successfully and promptly attacks No disagreeable odor lingers 
the many pathogenic bacteria and after disinfecting with O-syl, because 
fungi whose elimination is the object O-sylis nearly odorless—unlike many 
of disinfection and antisepsis. familiar disinfectants in hospital use. 





For disinfecting floors, walls, furni- O-SYL (HOSPIT AL STRENGTH, PHENOL COEFFICIENT 5) 
IS LISTED AT $3.00 PER GALLON IN GLASS CONTAINERS. 
5‘, discount for shipment in individual 5-gal. drums 
10‘ ,. discount for shipment in individual 10-gal. drums 
20°, discount for shipment in individual 50-gal. drums 
Freight prepaid on 10 or more gallons shipped at one 
time to one address. Terms 2‘; 10 days, 30 days net. 








ture, bedding. Won't fade or discolor 








Call your hospital supply dealer 
today or write direct to Lehn and Fink 
Products Corp., Hospital Dept., 445 
Park Ave., New York 22, N. Y. Pro- 
fessional Sample on Request. 





For the disinfection of surgical instru- 





ments and rubber goods 


stetric patient. 


For preparing the ob- §& peer | 
; . 4 
; 





° 
For ringworm of the 
foot to disinfect socks, 
stockings and asa 
foot bath. 


e 
O-syl diluted 100 times 
makes an economical, 
potent antiseptic and 
disinfectant solution 


for general use—cost- 





ing as little as 2.4¢ 


per gallon. -_ 


For the disinfection of dishes used by For the hands as an antiseptic rinse. 
patients with contagious diseases. Doesn't burn or irritate. 
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BETTER THAN 
CULTURES 


—Diack Controls provide a better 
check on sterility of your autoclaved 
goods than cultures 


Safer—B. subtilis is destroyed far 
below melting conditions required for 
Diacks 





Time saving—a wait of one to ten 
days incubation with cultures. No 
wait with Diacks 





costly in 
Diack's cost is 


Economical—cultures are 


time consumed alone 
comparatively lower 


Checks Autoclave before next load 


—you may under-sterilize several 
loads before previous culture indi- 
cates a faulty autoclave. An un 


melted Diack will check it before the 
next load. 


Diack Contots 


ROYAL OAK, MICHIGAN 





047 WORTH MAIN STREET 
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NEWS... 


Memorial Hospital, Long Branch, N.J 
New Rochelle Hospital, New Rochelle, 
N.Y.; North Country Community Hos- 
pital, Glen Cove, N.Y., and St Luke's 
Hospital, Newburgh, N.Y 


D.C. to Pay for Care 
of Medically Indigent 
WASHINGTON, D.C.—The District of 
Columbia was authorized to pay volun 
tary hospitals for care of medically indi 
gent patients “even though such patients 
can pay part of their own hospital bills,” 
according to a ruling made here last 
month by the District commission. Here 
tofore, the District has paid hospitals 
only for treating patients considered so 
destitute they nothing 


that could pay 


toward their own expense, it was ex 
plained 

Under a table of family income limits, 
eligibility for District aid will be deter 
mined according to ability to pay. Per 
falls berween the 


minimum and maximum limits stated in 


sons whose income 
the table are considered indigent as far 
as payment for full medical care is con 
cerned but may be able to pay part of 
the costs 

The income limitation table, adopted 
by the District two years ago to govern 
payments for care at Gallinger Hospital 


IS as follows 


Number of P 
Supported } Gy Mont/ 1 me 
Fam Ir " Minimum Maximum 

$100 $200 
110 0 
120 0 
150 50 
Ss 

0 5 
OO OO 


10 0 


Break Ground for 
New Hospital 


MorRISTOWN, N.J Ground was 
broken here last month for the new 
Morristown Memorial Hospital, which 


will provide a substantial increase in bed 


capacity, it was reported by hospital 


ofhcials. The plans for the new hospital 
will enable the institution to handle with 
maximum ease peak demands for pri 
la 


expand 


or ward 
Ready 


is brought about through 


vate sSeMIPFivale ACCOMM 


tions, the report said 


ability initial 
construction of ample service facilities 
added bed 


space within the outer limits of the new 


building 


and definitely earmarking 





100 YEARS 


of Science and Research 


: €ristic 
¢ odor, 


ee 
ov 
Derived from 
phenol, cresol is 
less caustie and 
ic. It has 4 
toxic. 1 

strong-smelling 

odor in use. 





NOW! 
ARO-BROMS. 


The Modern, Non-Specific 
GERMICIDE 
On 
Q 
°F Oa 
og °. 


ARO-BROM G-.S. 
is the ideal odor- 
less, non-corrosive 
and non-toxic dis- 
infectant—no _ rad- 
ical departure from 
the universally ac- 
cepted principles 
of older disinfect- 
ants. Extremely ef- 6 


fective and com- o- 
pletely safe in use, 
RRO-BROM has °@ °. 
been tried, tested ° 
and approved in 
America’s hos- 6 
pitals. Non-specific with excel- 
lent penetration characteristics, 
ARO-BROM is truly economic- 
al for general disinfectant use 
in the hospital. Write for full 
details. 


ARO-BROM G.S. is made by the 

makers of SOFTASILK 571 SURGICAL 

SOAP... another product of the 
research laboratories of 


The GERSON-STEWART 4 


LISBON ROAD - CLEVELAND, ONIO 
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Sparkling, New 
STAINLESS STEEL 


Sanelles 


Assure FULLEST MEASURE 
of PROTECTION from 
infectious waste...... 

















The Ultimate in 
Richness, Elegance and 
Durability 





MODEL M-20 -AS 

CLOSED TOP MODEL 
with Leakproof, Hot-Dipped Galvanized Pail 
Height 26”, 10° Square, 20 Quart Capacity 





1ll Models Available in a a 
White Enamel, Cream bs L 
White, Grained Mahog- 
any or Walnut... or any 


special color. 





You may expect extraordinary long life and 





dependable trouble-free performance from 
these brilliant new Sanettes. Only the finest 
quality stainless steel is used, — corrosion resistant and highly 
polished for easy cleaning and continued bright lustre. 





Designed with smoothly rounded continuous corners ... no crev- 
ices for dirt to collect. The leakproof inner pail in all closed-top 
models is round for ease in cleaning; space be- 





& A tween pail and outer container is completely 
=i A closed. 
x 
a r= Your dealer can supply all sizes, — from 12 to 
a “| 30 quart capacities. Illustrated folder S- 327 
—_> ih 7 
MODEL T-20-AS \ \ sent on request 
\ 


OPEN TOP MODEL 


Height 26”; 10” Square ! MASTER METAL PRODUCTS, INC. 
30 Quart Capacity sae hk * 311 Chicago Street Buffalo 4, N. Y. 
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NEWS... 


New York Blue Cross Plan 
Increases Subscriber Rates 
to Meet Rising Costs 

New YORK 
scription charges of Assoc iated Hospital 
Service, New York's Blue Cross plan, to 
meet increased hx spital costs was an 


nounced last month by Louis H. Pink 


An increase in the sub 





f 





president. The new charges became ettec 


ve immediately for new members; those 


lready enrolled will be required to pay 
he new rates May | or on the date ot 


their next regular payment after May 


The new monthly rates for group 
membership are $1.24 for an individual 
$2.72 for a husband and wife, and $3.56 


for a family as compared with the pres 


ent rates of $1, $2.20 and $2.72, respec 


tively. New rates for nongroup member 


ship, payable on a quarterly basis, are 


$4.50, $9.45 and $12.15 as compared 


with present rates of $3.60, $7.50 and 
SY 50) 

The increased rates were approved by 
the New York State Insurance Depart 


’ 
ment after a review of the financial 





For sw ecping or dusting — tor mopping or polish 


ing — Fuller has the right cleaning aid for every 


operation. Here is one source of supply for a// your 


cleaning needs 


It will pay you to investigate the 


complete Fuller line 


Phone your local Fuller 
Branch Office or write 


INDUSTRIAL DIVISION 
3629 MAIN ST., HARTFORD 2, CONN. 
IN CANADA 


170 





FULLER BRUSH COMPANY, LTD., HAMILTON, ONTARIO 


structure of Associated Hospital Service 
and increased hospital payments 

Two years ago, when an increase 
was put into effect,” Mr. Pink said, “we 
hoped that the inflationary period was 
over. During the last two years, however, 
hospital costs and charges have continued 
to rise and have gone up approximately 
35 per cent. Since Associated Hospital 
Service members constitute more than 
one-third of all hospital patients, we 
have to make our payments sufficiently 
adequate not only to keep the hospitals 
going but to permit a high standard of 
service. We have been able to defer this 
second rate increase only because of our 
strong financial position. If it were not 
for that, it would have been necessary to 
increase rates six months earlier. The 
new charges will enable us to continue 
to compensate hospitals fairly for their 
services and also to set aside the reserve 
funds required by the insurance depart 


ment 


Hospital Provides Television 

Service to Private Patients 
New ROCHELLE, N.Y The New 

Rochelle 


television service to 


Hospital here 1s providing 


private patients it 


was announced last month. Other hos 


pitals in the New York metropolitan 


area were said to be considering the 
am step. according to  mewspaper 
reports 


Television sets were installed as an 
experiment but proved such a success 


e hospital intends 


with patients thar cl 
to carry installations forward on a large 
scale, Alex | 


the hospital, reported 


Norton, superintendent of 


4 number of hospital administrators 
I 


have visited New Rochelle to inspect 
the installations, he said 
Hospitals in Chicago and other met 


} 


served by television 





ropoli an areas 


broadcasts have also installed receiving 


equipment, it was reported 


Council Elects Officers 
KANSAS City, KAN.—Bruce W. Dick 
son, administrator of Bethany Hospital 
Kansas City, Kan., was elected president 
of the Kansas City Area Hospital Coun 
cil at the annual business meeting here 
recently. Other officers elected by the 
council were sreacy 
Pickell, Kansas City health department 
nd Elizabeth Martin, Mercy Hospital 


Henry ] 


vice presidents, ¢ 


secretary, Meiners, Cushing 
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The FIRST all pneumatic system of Pia vw 
> 
temperature control was made by 4 at j Modern operating, recovery, deliv- 
pat 
Powers and controlled by the famous = 4442 ery and X-ray rooms, nurseries, 
; : a+ 
gradual acting vapor-disc thermo- p Foal private rooms and wards—when 


stat. thermostatically controlled—help to 
improve the health and comfort of 





patients. 





Temperature and 
Humidity Control in Hospitals 


—for many years, has been helping to provide more 
healthful and comfortable atmosphere for patients, 


doctors and nurses. 


COMPLETE LINE OF CONTROL As a heating or an air conditioning system is no 

FOR better than its automatic controls consider the accu- 

AAR COMINGS SSIES racy and durability of POWERS regulation. Users 
ZONE HEATING SYSTEMS Sia can a oa i cased “] 

INDIVIDUAL ROOMS report amy years o aependabie service wit oUt 

WATER TEMPERATURE CONTROL annual repairs or adjustment. Its lower operating and 

for Water Heaters —Hydrotherapy maintenance cost’ pays the largest return available 

and all types of baths. : . ’ 
on the investment in automatic control. For further 


information phone or write our nearest office for 
Hospital Catalog. 
CHICAGO 14, ILL. 2720 Greenview Ave. Phone BUckingham 1-7100 
NEW YORK 17, N. Y. 231 East 46th St. Phone Eldorado 5-2050 
LOS ANGELES 5, CAL. 1808 West Eighth St. Phone Drexel 2394 
TORONTO, ONT. 195 Spadina Ave. Phone Adelaide 6257 
HO-1 


THE POWERS REGULATOR CO. 


OFFICES IN 5O CITIES @ SEE YOUR PHONE BOOK 


Over 55 Years of Temperature and Humidity Control 
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The floor of this institution's lounge, a prestige” item, cost $3328 
a year tokeepup... more than the cost of the floor itself! A Legge 
Safety Engineer shows them... 


How to cut $3016 a year 
from the price of prestige 


Mr. Higby: Look at these figures! A whole night's work for 8 men every 
week. And the floors look rotten. How come ? 


Legge Safety Engineer: You're using a wax and it doesn’t last. Your 
crew has to wash it off each time . then put on a new coat. They go 
through the same rigamarole every week. It takes a lot of time. 


Mr. Higby: What can be done? 

Legge Safety Engineer: Use a Legve Non-Slip floor polish. It stands up 
under heavy trathic. I'll show your crews how to make it last by cleaning 
and buffing . . . sometimes mopping on more polish. But they won't have 
to strip it off. That's the work that takes time. 


(A MONTH LATER) Mr. Higby: This is better' Now 3 men do the floor 


in 2 hours. I'm saving $58 a week. And the floors look swell. 


Legge Safety Engineer: They'll stay that way if your men follow my 
instructions. I'll stop by often to make sure they do. 


Get this man’s help on your problems 


He's the Legge Safety Engineer who has helped Mr. Higbys in your 
area get well-kept floors at lower cost reduce slippery-floor 
accidents up to 95%. He engineers an upkeep program to your floors; 
instructs your maintenance crews in efhcient Legge System methods. 
His advice is free; his supervision is part of your purchase of Legge 
Non-Slip floor-care products 
Before your floors cost you any more, get the whole Legge System 
story. Clip the ceupon to your letterhead and mail 
Walter G. Legge Co. Inc., New York | A 


Branch offices in principal cities 
é 











Walter G. Legge Co., Inc. 
LEGGE 101 Park Ave., New York 17, N.Y 
Please send me a free, no-obligation 


copy of Mr. Highy Learned About 


























, . = Floor Safety the Hard Way. 
of Non-Slip Floor Signed 
Maintenance ~aineor etal 
Area oe ' 
If re visiting the remy and Hospital 


Assembly in Boston, look us ip at Booth & 





Mr. Higby and the Legge Safety Engineer —.No. 65 N EWS 
eee 


Hospital, Leavenworth; treasurer, Sister 
Agnes Cecelia, Providence Hospital; ex- 
ecutive committee members, Dr. David 
Littauer, Menorah Hospital, and Sister 
Margaret, St. Joseph Hospital. 


$1,500,000 Gift Made 
to Sloan Foundation 


New YorK.—A gift of $1,500,000 
to the Alfred P. Sloan Foundation was 
announced here last month as a tribute 
to Alfred P. Sloan Jr. from 10,000 auto- 
mobile dealers throughout the country 
The gift will be used for cancer research 
at the foundation's Sloan-Kettering In- 
stitute for Cancer Research, it was re- 
ported 

The gift was presented by General 
Motors dealers in appreciation of Mr 
Sloan’s cooperation in improving auto- 
mobile distribution, a spokesman for the 
group said. In accepting the gift on be 
half of the foundation, Mr. Sloan said, 
This demonstrates that there is some- 
thing in business besides business. 


Starts Practical 
Nurse Progam 


BERKELEY, CALIF.—A training pro- 
gram tor practical nurses has been es- 
tablished at the Herrick Memorial 
Hospital here and is approved by the 
Association of California Hospitals, Al- 
fred E. Maffly, administrator, announced 
recently. The course includes instruc- 
tion in practical nursing procedures, 
sickroom housekeeping, hygiene, cook- 
ing for the sick, and related sub- 
jects, Mr. Maffly said. Graduates will 
receive certificates from the hospital and 
may then be employed as_ practical 
nurses throughout the state, it was ex 
plained 


Delaware Hospitals 
Ask State Funds 


WILMINGTON, DEL—The Associa- 
tion of Delaware Hospitals will ask the 
state to provide $573,000 a year for 
maintenance, equipment and operation 
of hospitals under a bill proposed by 
members of the association's legislative 
committee. Additional legislation will 
be requested seeking a substantial in 
crease in the daily rate now paid hos 
pitals for care of indigent patients. Dr 
A. J. Hockett, administrator of the Wil 
mington General Hospital, is chairman 
of the committee 
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KOHLER SERVICE SINK 


ing surfaces that are non-absorbent and easy 


The Kohler K-12855-A vitreous china service 
sink with flush valve combines the practical 
modern convenience with the reliability you 
want in your hospital equipment. Flushing, 
including the rim, is thorough and effective. 
The combination faucet is sturdy and prac- 
tical—convenient for cleaning vessels such as 
pans and basins. The metal guard in front 
protects the rim when pails and other con- 
tainers are emptied into the sink. 

Kohler quality, a 76-year-old tradition, in- 


cludes such features as glass-hard, long wear- 


to keep clean; chromium plated brass fittings 
that are precision made and carefully tested 
for performance; designs that embody recom- 
mendations by leading surgeons and conform 
to the plumbing codes of all states. 

The complete line of Kohler hospital fix- 
tures includes lavatories, siphon jet closets, 
laboratory and scrub-up sinks, continuous 
flow baths, drinking fountains and many 
other items. Write for a copy of our special 
Hospital Catalog E. Kohler Co., Kohler, Wis. 


KOHLER or KOHLER 


PLUMBING FIXTURES ¢« HEATING EQUIPMENT + ELECTRIC PLANTS 
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“The boss bought one of those new 
HILD Floor Machines with all the special 
attachments. I can use it to scrub, wax, 
polish, buff, sand, steel-wool or grind any 
floor in the place. 

What I really like about the machine 
is the time it saves. Now I can get around 
to do ALL the jobs that need doing. It's 
easy because the machine moves so fast. 
And then, too, the brush attachment for 
scrubbing makes a big difference. They call 
it a Shower-feed Brush. It showers an even 
the 


beneath the entire area of the brush. This 


spray of soap solution onto floor 
provides a larger area of suds action... 
instantly. And this speeds up the scrub- 
bing job 

“And the machine is so easy to operate 
that you don’t get half as tired. That's 
because the HILD Machine is self-pro- 
pelled and action-balanced. 

“But it’s not only that the job is easier. 
It's a real satisfaction to do a job well. And 
I'm 
job 


Yessir! 


this machine does just that. 
sold on HILD. And I'm sold on my 


now, too.” 


Write today for 
FREE circular. 


HILD FLOOR 
Machine Co. 





THANNTENANE 






Dept. MH-3 

pPLies 

equipment: SD 1313 W. Randolph St 
oe Chicago 7, Ill 
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NEWS... 


State Associations Don’t Know 
Own Strength, Speaker Says 


From Page 134.) 


(Continued 


the Philadelphia Hospital Council 
warned hospital people against the type 
of thinking that regards federal com 


pulsory health insurance as inevitable 


This is a wrong attitude, Dr. Rorem 
said; instead, hospitals, Blue Cross and 
Blue Shield groups should work to 
gether unselfishly and energetically to 
see that adequate health services are pro 
vided at reasonable cost for all the 


people by voluntary means 


Reporting on a recent conference 
with U.A.W.-C.LO. health representa 
tive Harry Becker, Dr. Dwight Barnett 
of Detroit said the union group will 


not demand the compulsory government 
available 
Shield 


plan if full health services are 
through Blue and Blue 

Furthermore, Dr. Barnett said, the union 
adminis 


Cross 


would favor government aid 


tered through state rather than federal 


administration may 


The give 


Agencies 


p its p 


Ith service bill in the present Con 


in to attempt passage of a full 
gress, Dr. Barnett said, and substitute a 
bill providing compulsory hospitaliza 
Many union officials 


tion insurance only 
believe that medical care features of the 
nsurance provision must be omitted in 
the initial stages, he said 

Speaking at a dinner meeting of the 


nfterence, Dr. Melchior Palyi, Chicago 


1 
} 


roms lescribed the historical de 
velopment of social security programs 
n Europe and warned that socialized 
medicine 1 this country would lead 
eventually to bankruptcy of the govern 
nent. He elaborated on the administra 
tive complexities that are inevitable 


nder a government medical plan 


Speaking inforn 


Cross ¢ 


Blue 


Jones 


lly for the 

Richard M 
irector, told the conference how 
rpora 


health service 


OmmMitssion, 
the 
ted national Blue Cross 
Was progressing 1n its 


organizational phases and how the pro 


tram ~would work to 


provide uniform 


ion benefits nationwide 


hospitalizat 

A number of the state association of 
ficials attending the conference ex 
pressed the opinion that the A.H.A.'s 
national — public relations = program, 
which was recently given up because of 


lack of interest on the part of member 


institutions, should be revived and 


strongly prosecuted. On an informal 


vote, the conference strongly approved 
ettort to raise the 


resumption of the 


necessary funds and go forward with the 


public relations campaign. It was de- 


cided that state hospital associations 
should assume responsibility for inter 
esting member hospitals in the program 
and obtaining the necessary contribu- 
tions for its financing 

Fred A. McNamara, chairman of the 
association's council on association rela- 
tions, emphasized the valuable contri- 
the 
Mr 
McNamara urged the development of a 


would em 


butions that could be made to 


association by federal hospitals 


single hospital system that 


brace federal, state and local govern- 


ment hospitals as well as voluntary 
institutions in an integrated program of 
caring for the sick 

In the closing discussion of the con 


ference, E. W 
The Modern Hospital Publishing Com 


Jones, vice president of 


pany, Inc., said that Blue Cross and 
hospital people should work together to 
get the federal reimbursable cost for- 


mula for payments to hospitals adopted 
by all govern- 


ment agencies. If the problem of pay- 


federal, state and local 
ment to hospitals for indigent patients 
can be solved, Mr. Jones said, then hos 
pitals can lower the rates charged to 
private and semiprivate patients, with 
resulting improvement in relations with 
Blue Cross plans and other financial 


aspects of hospital operation 


Announces Expansion Plan 

WILMINGTON, DEI A $700,000 ex 
pansion program was announced by the 
Wilmington General Hospital here last 
month. Plans include construction of a 
$200,000 kitchen and laboratory unit 
and a wing estimated to cost $500,000 
The kitchen and laboratory program will 


financed by contributions already 





le to the hospital's building fund, 


} 
Cole Coolidge, president of the board of 


] 


direc said. Additional funds will be 


added 


tors 


required for the new wing, he 


Begin Hospital Construction 


NELSONVILLE, OH1O.— Construction 


was undertaken here last month on a 
$1,250,000 hospital for the Sisters of 
St. Francis of Penance and Christian 
Charity. The project, known as the 


Mount St. Mary 


seventy-five beds and additional public 


Hospital, will have 


health facilities to serve residents of 


three counties in the Nelsonville area, 
it was reported. The modern institution 
will be completed and ready for opera- 


tion early in 1950, the report said 
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Your Custodian knows this about 


WINDOW COSTS 


Some windows are born troublemakers. 
They stick. They're hard to clean . . . even re- 
quire risky ladder-climbing or crawling out on 
sills. And their maintenance cost is probably more 
than you realize. 

That's not good, safety-wise or money-wise. 

Fenestra* Fencraft Intermediate Steel Windows 
were designed with these things in mind. They 
are cleaned and screened from inside. Maintenance 
these windows are electrically 


costs are low 
welded, smooth finished and equipped with fine 



























hardware. They are Bonderized, making the 
prime paint last three to five times longer. 

. vents permit 
control of ventilation and protect against drafts. 
They admit more daylight simply because they 


Fencraft Windows open easily 


have more glass area than most windows the 
same size. 
But perhaps even more important to you- 
Fencraft Windows cost less to buy and to install. 
For further information on better fenestration 
at lower cost, please mail the coupon. *@ 


Detroit § 

ws teel P 

Dept. MH.3. roducts Company 
2258 East ( 


7rand Bly 
Detroit 1 S Michioas , 
Please send me d 


ita ¢ 
new Fencrafr fan nN typ 


©€s and 


ily of Fenestra W 12es of the 


ndows 


Name 


Company 
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How to put faraway suppliers 
close to "home" 





Want medical and dental supplies, drugs and pharma- 
ceuticals fast? There’s nothing to it when you specify 
Air Express! It’s the fastest service there is. And here’s 
a tip: if your refrigerated storage space is small, keep 
down inventories by using Air Express. 

Air Express shipments go on all flights of the 
Scheduled Airlines. There’s no waiting around, with 
this speedy, 24-hour service. Special pick-up and 
delivery service is included at no extra cost, and Air 
Express rates are low. 


Specify Air Express-Worlds fastest Shipping Service 


eLow rates—special pick-up and delivery in principal U. S. 
towns and cities at no extra cost. 

e Moves on all flights of all Scheduled Airlines. 

eAir-rail between 22,000 off-airline offices. 


True case history: Chicago hospital regularly gets drugs and 
supplies by Air Express. Typical shipment weighed 5 Ibs., 
picked up New York City 3 p.m., delivered 9:20 P.M. same day 
721 miles, Air Express charge only $1.63. Any weight similarly 
inexpensive. Phone local Air Express Division, Railway Express 
Agency, for fast shipping action. 


ESS 








GETS THERE FIRST 


ude pick-up and delivery door 
ea towns ond cities 


NEWS... 


West Side Medical Center 
Announces Five-Year Plan 


CHICAGO.—The West Side Medical 
Center here will have $50,000,000 
worth of new hospitals, schools, re 
search and allied medical institutions 
within the next five years, Dr. Walter 
H. Theobald, president of the medical 
center commission, stated in the com- 
mission's annual report last month. The 
present medical center plant is valued 
at $100,000,000 today, the commission 
report stated 

Expansion plans include a 500 bed 
general medical and surgical hospital 
to be built by the Veterans Administra 
tion, additions to the medical and nurs 
ing schools’ facilities of the University 
of Illinois, improvements and additions 
to the Cook County Hospital, construc 
tion of a state tuberculosis hospital and 
institution for tuberculosis research, ex 
pansion of hospital and nursing school 
facilities of the Presbyterian Hospital, 
enlargement of Loyola University Medi 
cal School plant, construction of a build 
ing for the Chicago Medical Society 
ind replacement of the buildng now 
occcupied by the Cook County Grad 
uate School of Medicine 

These projects will be undertaken 
within the next five years, according to 
Dr. Theobald's report 


Complete Second Addition 
to Arthritis Sanatorium 


OTTAWA, ILL—The second major 
addition in the last three years to the 
Ottawa Arthritis Sanatorium and Diag 
nostuc Clinic here has recently been com 
pleted, it was announced last month 
The newly completed addition will make 
available twenty-six more beds and fa 
cilities for fifty more outpatients weekly 
Established in 1933, the sanatorium 
completed its first addition in 1946. At 
that time, a new laboratory, employes 
dining room, business office, and_ staff 
othices were constructed. The latest addi 
tion includes private and semiprivate 
rooms and three and six-bed sun parlors 

The addition is heated by a ceiling 


type of radiant heating system, it was 


explained. This is believed to be the 
first heating system of this kind to be 
placed in a hospital anywhere in the 
country. The system affords uniform 
temperature throughout the building the 


AIR EXPRESS, A SERVICE OF RAILWAY EXPRESS AGENCY AND THE 


SCHEDULED AIRLINES oF THE U.S. 
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entire year without the necessity of radi 
ators, registers or steam Pipes. 








Preserves and jellies add a zest 

To daily meals—just make a test— 
Serve MONARCH brand and you will be 
Convinced of its economy. 


Please ask the MONARCH man to tell 
You just how many servings, swell, 
You can secure from every jar. 

You'll find these splendid foods go far. 


MONARCH 
The best of fruits and berries fine  Sasaeuets 
Are used to make the MONARCH line. 
That’s why these products taste so grand. | 





You can depend on MONARCH BRAND. 


MONARCH 


World's Largest Family of Nationally Distributed Finer Foods 
REID MURDOCH, Division of Consolidated Grocers Corp., Chicago, lll. 
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NEWS... 


4000 New York Patients 

Tested for Tuberculosis 
New YorK.—More 

tients admitted to Morrisania City Hos 


than 4000 pa 


pital wards since last May have been 
x-rayed under a project sponsored joint 
ly by the City Department of Hospitals 
and the Bronx Tuberculosis and Health 
Nathan Smith 


superintendent of the hospital, reported 


Committee, Dr medical 
recently 
Dr. Eli Rubin, director of the project, 


found in a study of the first 2000 cases 


that about eight times as many active 


tuberculous patients were found as oc 
cur ordinarily in examining community 
groups. A large proportion of these 
cases were previously unknown. Patients 
with active tuberculosis are isolated to 
protect other patients and the hospital 
staff from infection, it was explained 
This project has had the further value 
of giving the medical students, interns 
end residents in the hospital a wide 
experience and of making them tuber- 


culosts conscious, Dr Rubin said 





in emergencies 





22 Cottage Park Avenue 


For that first breath 


of life you can rely 
on aN EMERSON RESUSCITATOR 


A rhythmic alternation of gentle pressure and suction 
has been found absolutely safe and maximally effective 
in the studies of Ivy, Schwerma, Thompson, Birnbaum 
Martinez, Corvllos, and others. 

\ single lever control averts the danger of confusion 





Simplest and Safest 


May we demonstrate or send you further information? 


J. H. EMERSON CO. 


Cambridge 40, Massachusetts 
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Start Construction of Heart 
Hospital in Minneapolis 
MINNEAPOLIS 
$1,000,000 Variety Club Heart Hospital 
at the University of Minnesota here has 
the ap 


Construction of the 


been undertaken following 
proval of funds allocated by the U.S 
Public Health Service under Public Law 
725 and awarding of construction con 
tracts, according to a university an 
nouncement. The new eighty-bed hos 
pital will be erected on the Mississippi 
River bank adjacent to the present unt 
versity hospitals, it was explained 

with 


285 


new hospital 


Completed, the 


equipment, is expected to cost $987 


Funds which will pay for the structure 
will come from the following sources 
Variety Club of the Northwest 


1, university funds now on hand 


the fed 


eral gra 
and a bank loan of $100,009 to be re 
paid over a ten-year period, the univer 


sity stared 


Senate to Study 
Health Program 
D« The 


ind public welfare 


WASHINGTON Senate 


on labor 


' 
Is expected t take 


COMMITTEE 


up the health insur 


nee question after t has acted on 
for the Taft 
Robert Tate 


reporters last 


imendments or a substitute 


Hartley labor law, Senator 


of Ohto 


month 


told newspaper 
Taft said he would sub 


mit a proposal for legisla 


Senator 


tion providing 





tor federal aid to states for care of indi 
vent patients and financing voluntary 
health insurance 

Republican leaders here were said t 
be solidly behind the move to block 
pass of legislation favored by Pres 
ident Truman and Federal Security Ad 


ministrator Oscar Ewing 


Cleveland Nurses Offered 
Lectures in Counseling 
CLEVELAND.—A 


series of monthly 


lecture-discussions on “Counseling and 
Guidance Programs in Schools of Nurs 
ing, has been started here under the 
sponsorship of the Frances Payne Bol 


School of Nursing. Prominent na 


tional counselors will present lectures on 


following subjects 
.  euid 


ana Luraance, 


the preadmissions 


counseling counseling 


technics, the relation of the health serv 
ice to the general counseling program 
for nurses, the role of the teacher, stu 
dent counseling, vocational counseling 
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bleeding even 
m brain surgery 
with Gelfoam™ 


Not only in neurosurgery—where hemostatic certainty 
and minimal searring are so critical—but in many other 


less dramatic but very common surgical applications, Gelfoam. 





an absorbable gelatin sponge, provides remarkable control of 


bleeding. Its prompt clotting action effectively arrests trickling 
from small veins, surface oozing, capillary bleeding / 
and hemorrhage following resection, Cut or molded to the f 
desired shape and applied with or without thrombin, / 


Gelfoam is safely left in situ to be absorbed with 


little or no fear of tissue reaction. 





Upjohn 





Fine pharmaceuti als since 1S86 KALAMAZOO 99. MICHIGAN 
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| NEWS... 
Cut Modern Hospital Construction Costs and placement, and planning a counsel 


ing and guidance program for schools 





of nursing 

The series was made possible through 
a grant from the W. K. Kellogg 
Foundation and was in response to a 


with the 


SMOOTH 


great interest expressed on the part of 
Western Reserve University graduate 
nurse students and the faculty of schools 
of nursing in this area 


Improve Relations 
With the Press, 
Editor Tells M.D.‘s 

BOSTON Speaking at a meeting 
here of the Council of the New Eng 
land State Medical Societies, Gerald 
McLaughlin, managing editor of the 








Mode hang design used in present conomic ign in build- Rutland, Vt., Herald, pointed out that 
1 less costly with the Smooth Ceilings aed g height doctors and reporters would be saved a 
a : Bocce sates 
: aay great deal of trouble if physicians 
I pecia t z ine emt ed ir ¢ 4 
' coin embedded the conerets nakes ceilin ‘ . Notes would make it routine procedure to give 
ub a nay b 1 with reinforced cor Tie ‘ 
ete, cast iron, structural steel or ste yay og pertinent information to the hospital in 
i t ite today f f formatior n ar 
ms ' he ‘ ng Smooth Ceiling formation desk on accident cases 





This construction make t feasible and Sy m t odern | , les 


As a ru'e, doctors have poor relations 


mod pital desigt 
SMOOTH CEILINGS SYSTEM aga press, Mr. McLaughlin said 


' 

: : cae : é . results of an appraisal given 
Metropolitan Life Building Dept. D Minneapolis 1, Minn. ; apes is é 

him by managing editors of a number 











of papers Their answers,” he said, 


indicate that the generally poor press 
ot the medical profession is due to a 
lack of understanding by doctors of the 


fundamentals of good public relations 


for all essential hospital services —= °°") psrermen ind do 


tors unwilling to cooperate with them 


= in the coverage of basic news stories. | 
Within seconds after power fails, 
Onan Standby Electric Plants take 
over the power load, providing elec- 


t refer to stories of accidents, violence, 
int prominent deaths and illnesses. I think 


tricity for all essential uses. Plants 
this lack of Cooperation comes as a re 


La 
start automatically, activated by any y > wi 
break in electrical service, run for the bd TI sult of failure by both the doctors and 
4 
2 Pho 
















duration of the eme regency, Stop auto- af =n . ] | 1 
matically when regular power is re renee ; the newspapermen to understanc each 
stored. Require little maintenance be- Ward lights other's pr \blems 
, s re « " e s ] 
tween running periods. Shipped com a If a man is hurt or hospitalized as 2 
plete, ready to install and operate I ; 
result of an automobile accident, for in 
stance, it is a matter of public record 
through routine police investigation 
Heating system Operating lights Therefore, it can be argued, the follow 
through concerning his condition and 
’ ninth Dicteits Minas tim, aiid the extent of his injuries is also public 
many models ond sizes: A.C.—350 to property. This is the view of one editor 
35,000 wotts. D.C.—600 to 15,000 : 
wotts, Bottery Chorgers—500 to 6,000 who wrote to me 
—_— In the case of serious illness of 
D. Ww. ONAN & SONS INC. prominent men, the doctor can save 
S017 Meyatston Ave., Minneapolis, 8. min himself trouble, the family embarrass 


Write for folder ment and the city desk acute discomfort 





7) 


Mode! I0EL 


000 wotts AC 





if bulletins on the patient are issued 








regularly Newspapermen can under 
stand the doctor's responsibility, but if 


ONAN STANDBY POWER [eeeeeaeens 
prominence, his illness is a matter of 


concern to people outside the family 
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"Asphalt tile takes 
hard use best!” “> 








“Our asphalt tile floors get plenty of hard 
use. From morning to night, seven davs a 
week there's a continual flow of foot traffic 
plus rolling equipment over our corridor 
floors. And they prove they can take it. 

“But the hardest use is in our service 
areas. In the laundry. for instance, our Arn 
strong’s Asphalt Tile Floor gets plenty of 
scuffing from heavy clothes hampers and is 
also subject to strong alkaline soap solutions 
But to look at this floor, you wouldn't think 
that it was installed over ten vears ago—it’s 
so colorful and new looking. 

“Yes, I looked over a lot of floors, too. But 
I found that Armstrong’s Asphalt Tile had 
good looks and everything else I wanted in a 
serviceable floor. And its cost was low, too.’ 


WE MAKE BOTH FLOORS, so we should be able to 
settle this argument. But it isn't easy to do, Under 
certain conditions, Armstrong's Linoleum will stand 
up better. In other cases, Armstrong’s Asphalt lile 
will give a better performance. Both floors are 
equally easy to cle an. You must consider your spe- 
cific needs in choosing one floor against the other. 

Armstrong's Asphalt Tile usually costs a littl 
less—and its tile form permits unusual freedom in 
designing. However, Armstrong's Linoleum is often 
preterred for rich custom-foor styling. Linoleum is 
quieter underfoot and takes heavier loads without 
indenting. If your subfloor is concrete in contact 
with the ground, asphalt tile is necessary to with- 
stand the effects of alkaline moisture. Where grease 
and oil may drop on the floor, use Armstrong’s 
Greaseproof Asphalt Tile. 
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"Linoleum takes 
(7 hard use best!” 


“Don't think this linoleum floor of ours has an 
easy time of it. We have service traffic, of 
COUTS¢ and peopk seem to come in droves 
during visiting hours. Even where the floor 
gets the most use—around the reception desk 
and elevators—there’s little sign of wear. 

‘Lots of other things sold me on Arm- 
strong’s Linoleum, too—like the fact that it’s 
such a quiet floor and easy on your feet. It’s 
got a smooth surface that makes it a cinch 
to keep clean. Wash and wax it occasionalls 
and it stays just as bright as you see it, 

“We've remodeled twice since we opened 
in 1923 . used Armstrong's Linoleum both 
times, We don't think it can be beat. 


To he Ip vou decide which floor is better for your 
needs. here's what we suggest: Drop us a card 
and we'll send you two booklets—one about Arm- 
strong’s Linoleum, another about our Asphalt 
ile. To compare samples or actual floors in your 
locality, see your Armstrong flooring contractor. 
Write Armstrong Cork Company, Floor Division, 
5703 State Strect, Lancaster, Pe nnsylvania. 


ARMSTRONG’S FLOORS 
LINOLEUM ASPHALT TILE 


LINOTILE® *® RUBBER TILE *® CORK TILE 














NEWS... 


Issues New Directory 
of Medical Specialists 


CHICAGO 


27,000 certified medical special 


A complete roster of the 
nation s 
ists is available in the new directory of 
medical specialists published this week 
by the A. N. Marquis Company of Chi 
cago, publishers of “Who's Who in 
America Now in its fourth edition, 
the directory ot specialists is compiled 
tor the Advisory Board of Medical Spe 


cialists representing the sixteen specialty 





boards in the various branches of 
medicine 

Used extensively by hospitals, medical 
schools and societies, government offices, 


insurance and 


ether organizations, the directory is also 


companies, newspapers 
on the shelves of many public libraries 
throughout the country. In addition to 
individual listings giving the details of 
each specialist’s training, including in 
ternships, residencies and fellowships, 
and showing his teaching and hospital 
staff positions, medical society member- 








The BIGGEST VALUE in VOLUMETRIC WARE! 


Corning does many things to give you the biggest value in volumetric ware. Made 
of PYREX brand glass No. 774, it’s tops in quality. This pays off in longer service life 


and in greater accuracy 


In its chemical stability and resistance to thermal and physical shock, PYREX 
volumetric ware is outstanding. You can use it for so many different applications 


that it gives you greater working flexibility 


The design « 
bases. They can't rol 
breakage from accidental tipping 
racy. This all adds up to bigger value 


{ this ware is also unique. PYREX brand cylinders are made with hex 
Some types are made with reinforced tops. This 





imizes 


Each piece is individually calibrated for accu 


And, PYREX volumetric ware is available with or without ‘Lifetime Red’’ gradua- 
tions. When you specify “Lifetime Red,’ you know that the graduations will be 
permanent and a/ways can be read. So when you order volumetric ware from your 
Corning Laboratory Supplier, specify PYREX brand and get extra value 












TECHNICAL 
GLASS PIPE 






PRODUCTS 
+ GAUGE 
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Stock>7 By Leading Lcborctory Supply Houses 


LABORATORY GLASSWARE 
LIGHTINGWARE 






DIVISION 
GLASSES + 


CORNING GLASS WORKS « CORNING, N.Y. 


LABORATORY GLASSWARE 






+ GLASS COMPONENTS 
+ OPTICAL GLASS 





SIGNALWARE 





ships, and other professional qualifica- 
tions, the 1150 page directory also pre- 
sents full information about the require- 
ments leading to certification by the var- 
tous specialty be yards 


A new feature appearing tor the first 


time with this edition is a latest-listings 
supplement, now on the press, which 
will be distributed without cost to all 


directory subscribers. This adjunct serv- 
ice presents biographical and profes 
on more than 1000 special 
ists had 


completed or whose biographies were 


sional dat: 


whose certification not been 


not on hand at the time the directory 
itself was closed, the publisher ex 
plained 

Dr. Edward L. Jenkinson of Chicago 


Luke's Hospital 


there and associate professor of radiol 


chief radiologist at St 


ogy at Northwestern University Medical 
School, is chairman of the directory com 
mittee for Board of Med 


ical Specialties. Members of the editorial 


the Advisory 


dvisory board are. Dr. S. Judd Beach 
ophthalmology Cape Cottage, Me.; 
Dr. Dean M. Lierle (otolaryngology 
lowa City. lowa; Dr. Paul Titus (ob 
stetrics and gynecology ), Pittsburgh; Dr 
George M. Lewis fermatology and 
syphilology, New York City; Dr. Lee F 
Hill (pediatrics), Des Moines, Iowa 
Dr. Francis J. Braceland (psychiatry 
ind neurology), Rochester, Minn.; Dr 
B. R. Kirklin (radiology Rochester, 
Minn.; Dr. Francis M. McKeever (or 
thopedic surgery Los Angeles; Dr 
Harry Culver (urology), Chicago; Dr 
Wiliam A. Werrell (internal medi 
cine Madison, Wis.. Dr. Robert A 
Moore pacl ok vy St. Louts: Dr ] 
Steward Rodman (surgery Philadel 
phia; Dr. Paul M. Wood (anesthesiol 
ogy New York City; Dr. Louis T 
Byars (plastic surgery St. Louis; Dr 
William J. German (neurological sur- 
very), New Haven, Conn.; Dr. Robert 
L.. Bennett (physical medicine), Chi 
CORRECTION 

Lloyd C. French, former administrator 


of the Knickerbocker Hospital in New 


York City and author of the article “Al 


coholic Ward Poses No Special Prob- 
lem,” which appeared in The MODERN 
Hospital for January 1949, was incor 
rectly identified as a physician in con- 
nection with p tblication of the article 
Mr. French is now administrator of the 


Mesa Hospital, Mesa, Ariz 
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Rugged Hospital Sheeting 
Offers Soft, Smooth Comfort 


*“PABRILITE” is Du Pont’ s trade mark foritsviny! 
plastic-coated fabric 


Quem 
TA om 


REG. U.S. PAT. OFF 


More comfort for patients . . . less 
work for the staff . . . savings for your 
budget, too! You get all these features in 
Du Pont’s ‘“Fabrilite’’* hospital sheet- 
ing, Quality 3510-U. 

Skilful blending of synthetic materials 
has made it possible. Suitable for use in 
ambulances and mortuaries as well as 
hospitals, ‘‘Fabrilite’’ is thin, soft and 
pliable . . . conforms to body position for 
maximum comfort. It resists cracking, 
peeling and sticking . resists stains of 
all types. Stands autoclave sterilizing 
(15 lbs. steam pressure for 20 minutes). 
‘Fabrilite’’ has high resilience. It can 
be easily cleaned with mild soap solu- 
tions or sterilized with standard hospital 
disinfectants 
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This outstanding Du Pont hospital 
sheeting is kin to the ‘‘Fabrilite’’ that so 
beautifully upholsters hospital lounges 
and restaurants, reception-room walls 
and doctors’ offices. ‘‘Fabrilite’” uphol- 
stery and ‘'Fabrilite’”’ sheeting are made 
to stand abuse... made to Jast .. . for 
overall savings in the budget. 

Next time you buy hospital sheeting, 
ask your supplier to show you Du Pont 
“Fabrilite’’ Quality 3510-U. Comes in 
standard-size rolls of 50 yards, or half. 
size rolls of 25 yards, 36” width. Re- 
member—for hospital sheeting with 
more good features—always look to 
Du Pont! E. I. du Pont de Nemours & 
Co. (Inc.), Fabrics Division, Fairfield, 
Connecticut. 


BETTER THINGS FOR BETTER LIVING 
. THROUGH CHEMISTRY 
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H. 


been 


Albert 
Scheidt 


ippointed admin 


has 


istrator of the Dal 


las City - County 
hospital system in 
Dallas, Tex. which 


includes the Park 


land I lospital, the 


A. H. Scheidt 





@ With today’s crowded conditions, 
the service you'd /ske to give is some- 
times difficult. But you can ease the 
situation considerably with Kewaunee 
Hospital Furniture in all your serv- 
ice suites. 

Designed for incréased efficiency 
and greater working convenience, 
Kewaunee Hospital Furniture helps 
you accomplish more work in /ess 
time by eliminating waste motion. 

Kewaunee construction is true 
custom quality. Mass produced in 
our own plant to cost less than you'd 
expect. Door and drawer suspen- 
sions are new! Heavier and sturdier. 
Flush interiors are easy to keep 
clean. All metal is Bonderized for 


5023 S. Center St., Adrian, Michigan 





when equipped with Kewaunee Hospital Furniture 


Woodlawn Tuberculosis Hospital and a 
The SVS 
tem comprises Mr 
Scheidt has served for the last two years 


135 bed convalescent hospital. 


a total of 650 beds. 


as administrator of the Foundation Hos 
pital at New Orleans. Prior to his service 
medical administra 


he 


ministrator of the Miami Valley Hospital 


as a member of the 


tive corps of the U.S. Army was ad 


at Dayton, Ohio, and earlier, assistant 


director of Michael Reese Hospital, 


( hicago. 
Dr. R. D. Thompson has been ap 
f La Vina 
He 


director ( 
Vina, Calif 


medical 


La 


ponte d 


Sanitarium, suc 


aaaaiaiie 





protection against rusting, peeling 
and chipping. KemROCK working 
surfaces are highly resistant to acids, 
alkalies and solvents. Will not frac- 
ture under ordinary physical shock. 

No wonder so many of America’s 
finest hospitals choose Kewaunee 
Hospital Furniture for their service 
suites. Why not see how Kewaunee 
can help you? Write today for free 
catalog or consult our Hospital Engi- 
neering Staff. No cost or obligation. 


Address: HOSPITAL DIVISION 


C. G. Campbell, President 


e Representatives in Principal Cities 
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ceeds Dr. Edward Kupka who becomes 
director of the tuberculosis department 
of the California State Department of 
Health. Doctor Thompson was for 
merly superintendent and medical di 
rector of the Florida State Tuberculosis 
Sanatorium, Orlando. 

Sister M. Justina, administrator of St. 
Joseph’s Hospital, Alton, IIb, Six 
vears, has been transferred to St. Mary's 
Hospital, Evansville, Ind. Sister Helen 


is the new administrator at St. Joseph’s. 


tor 


Arthur G. Burns has been appointed 


superintendent of Lawrence General 


Hospital, Lawrence, Mass. Mr. Burns 
has been associated for ten years with 
St. Luke’s Hospital, New York City, 
having lately filled the post of second 


director. He is a graduate of 
in hospital administration, 


Health, Columbia Uni 


issistant 
the 


School of Public 


course 


versity. 

Charles A. 
position of assistant to the administrator 
it Charles S. Wilson Memorial Hospital, 
Johnson City, N. Y. 


Turner has accepted the 


Geneva Katz, R.N., has been appointed 
assistant director of the Boston Floating 
Hospital, a unit of the New England 
Medical Center. A graduate of the Bos 


ton University School of Education, Miss 


Katz was previously assistant adminis 
trator of Waltham Hospital, Waltham, 
Mass. 


Lola I. Lindsey, R.N., has been named 
superintendent of Douglas County Hos 
pital, Omaha, Neb. Miss 


the 


Lindsey was 


director of nursing at University of 
lowa Hospitals School of Nursing, lowa 
City, for more than twenty years. 


Department Heads 

Helen Margaret McNerney has been 
ippointed director of the recently estab 
lished Helene Fuld Student Health Serv 
ice of the 
New York City. 
Misericordia Hospital, 
Miss McNerney 


experience the 


Hospital tor Joint Diseases, 
of Mater 
Pa., 
years’ 
the 


\ graduate 
Scranton, 
has had _ fifteen 
staff at 


on nursing 


Hospital ot Joint Diseases. 


Louise Carson has resigned as director 
of personnel at St. Luke’s Hospital, Chi 


cago. 


Arthur C. Busch has been appointed 
to the newly created position of purchas 
ing agent at Middlesex General Hospital, 
New Brunswick, N. J. 


Evelyn Richardson is director of nurses 
at New Rochelle Hospital, New Ro 
chelle, N. Y. Miss Richardsor. had been 
superintendent of nurses at Fordham 
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Fick the one thats made for the job! 


Wyandotte 
makes 


the 


complete 


line 
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You can count on these specialized Wyandotte 
Products for valuable support in your mainte- 
nance cleaning program: 

W yandotte Detergent will mop or scrub 
your floors (one pound cleans 4000 square 
feet of floor thoroughly) ; it will wash painted 
surfaces safely and economically, brighten 
porcelain enamel without danger of seratch- 
ing and restore the original beauty of soiled 
or stained marble. 

Where an all-soluble product is preferred, 
Wyandotte F-100* is the ideal cleaner for 
floors, painted walls and woodwork. It is free- 
rinsing and leaves no film. A stronger solu- 
tion of F-100 effectively dewaxes floors. 


If you have a cleaning job where a paste 
cleaner would work best. Wyandotte Paydet 
fills the need. Paydet is eflicient, yet so safe 
that it can be used for polishing metal equip- 
ment — or for cleaning greasy hands. 

Wyandotte Wax is a no-rubbing, emul- 
sion-ty pe wax that protects floors by prov id- 
ing a hard. dry surface resistant to dirt and 
wear. This surface is bright but not slippery. 
Wyandotte Wax is listed by Underwriters’ 
Laboratories. 

No matter how specialized or how difficult 
your cleaning problems may be, your Wyan- 
dott Representative ¢ an giveyou a spec ific so- 
lution. Why not get in touch with him today ? 


7 
WU) yandotte WYANDOTTE CHEMICALS CORPORATION + WYANDOTTE, MICHIGAN 


PAT. OFF SERVICE REPRESENTATIVES IN 88 CITIES 
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Hospital for two years previous to her 


appointment at the New Rochelle Hos 
pital. 
Dr. Vincent J. Collins, consultant to 


the surgeon general, Army Medical Cen 
Totten, N. . 2 


pointed to the post of chiet of anesthesi 


ter, Fort has been ap 


ology at St. Vincent’s Hospital, New 
York City. 

Frances Penfield has been appointed 
executive housekeeper, Overiook Hos 
pital, Summit, N. J. 

Dr. Marta Fraenkel has been mace 
research assistant at Mount Sinar Hos 
pital, Cleveland. 


TO SIMPLIFY 
SUPERVISION 
USE THE 
Marvin - Neitzel 





Miscellaneous 

Ernest L. Bliss, former director of the 
Eye, Ear, Nose and Throat Hospital at 
New Orleans, has been appointed a staff 
James A. Hamilton 


\ssociates, hospital consultants, of Min 


consultant by and 
neapolis. Mr. Bliss is a graduate of the 
University of Chicago's course in hos 
pital administration. 

Dr. George Baehr, retiring president 
ot the New York Academy of Medicine, 
has been elected chairman of the board 


ot directors of the Health Insurance Plan 


of Greater New York. 
Sheldon A. Miller has assumed _ his 
new position as medical administrator 





Collars and cuffs of dif- 
ferent colors according to ° 
function, floor, division— 





based on your own needs r ° 
and devising—can simp- 
lify personnel control in . 
your hospital. May we 
= P 9s . 
send a Marvin-Neitzel 
representative to discuss 
[NZ |. Color Identification ? 
Model H 701—A design oe 
| \ adapted to your person- 2, 
} nel needs—from floor 
| ° maid to kitchen help. 
. 
: 1 \\ LA 
i 
~~ ‘a arvi 
At left, with colored in 
lapels and cuffs, collor 
— CORP. 
| At right, with white 
i \ lapels ond cuffs, collar ad 
es eitze 


"Sh 
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TROY, NEW YORK 


of the Economic Cooperation Adminis 
tration Mission to Greece, which is en 
gaged in a construction program to re 
habilitate war damaged hospitals and 
develop a well balanced system otf hos 
pitals, sanatoriums, — laboratories and 
health 


medical and nurse education. 


well as to mNnprove 
Mr. Miller 


: 
tree in hospital 


centers, is 


received his masters ce 


idministration from Northwestern Uni 
ersity in June 1947 


Dr. Robert C. 


named to coordinate the physical medi 


Darling recently was 


cine program at Columbia University. 

Jack Mordell, formerly chiet pharma 
the University ot Hos 
yital and School of Medicine, is now in 
the U.S. Public Health Service Hospital 
Division. 

Ruth Adams is serving 
the 


cist’ at Syracuse 


as deputy di 


rector ot Veterans Administration's 
nursing service in Washington, D. C 


Matilda E. 


absence to 


while Dystra is on leave of 


“peer F ' 
attend classes at Columbia 


Miss 


army nurse corps in World War I. 


Adams served with the 
She 


University 


is a graduate of Presbyterian Hospital 


Schoo! ot Nursing, Philadelphia. 


Deaths 

Dr. Frederic M. 
Loomis, nationa 
vy known obste 
tricaan an vuth 
Or, d ica bast 
month at his 
home in 


mont, Calit.. to 





lowing an illness 
ot several months. 
Dr. Loomis was 71 vears old at. the 
time ot his death He had been a mem 
ber ot the medical stat? ot the Peralta 
Hospital, Oakland, tor many years and 


had also served the hospita is chairman 
ot the staff and as a trustee 

Dr. Loe is Was a medical student at 
he University « Michigan when the 
Spanish-American War broke out. He 
ett school to serve in th army; alter 
the war, he went to Alaska as a sales 
nan, miner and editor of a mining 
paper. He stayed in Alaska for more 
than ten years, then returned to Ann 
\rbor and received his medical degree 
in 1912. He moved to Oakland a tew 


1 practiced obstetrics there 


Ir. 


! 
popular 


years iter am 


or many years Foomis was. the 


iuthor= of several books and 


Iirticies in popular mayazines,. 


Consultation Room, 


vas a best seller in 1939 and has since 
een published in many toreign coun 
ries. One ot his published — stories, 
» ] ny | 2 | 

dl n Was being matic into 
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The Continentalair Iceless Oxygen Tent 


WHAT You SHOULD with automatic temperature control offers 
KNOW aBour 


the latest design for modern, economical 
Vhe CONTINENTALAIR I} oxygen therapy and bedside air condition- 
ICELESS itt ing. Simple to operate; (1) adjust oxygen 
OXYGEN TENT | 3 flow; (2) set temperature control (3) snap 
switch and the patient can enjoy uniformly 
controlled temperature and humidity. 


More than 5000 Continentalairs now in use 
throughout the world. Accepted by the 
Council on Physical Medicine, American 








Medical Association. Continentalair has 
been in continuous production since 1936. 
Write for bulletin 128. 









































1. Completely automatic tempera 
ture control with highly sensi 
tive actuating thermometer that 
automatically starts and stops 

unit operation — maintaining temperature at 

dial setting 


eal 





2. Air circulator dial provides for air volume 








control 

3. Modern, compact, compressor unit hermetical 
ly sealed, eliminating oiling or adjustment 

4. Capacitor type, heavy duty compressor motor, 
has minimum starting current requirement, 
thus assuring an average operating cost of 
only a few cents a day 

5. All electrical components are individually 
approved by Underwriters Laboratories 

6. Excess humidity accumulates on cooling fins 











and drains to pan ee 
7. Air borne dust is removed from circulation by he 
passage thru humidity chamber BE 
4 

8. An exclusive engineering feature eliminates Bs 
need of absorbing compounds to reduce carbon a 

T Ee 

dioxide accumulation. Unbiased tests prove ee 


not more than !» of 1°; CO2 accumulation 


9. Compact cabinet weighs approximately 200 Ibs. 

10. Extra large, heavy duty rubber tired ball bear 
ing casters permit easy portability 

11. Adjustable rods permit canopy height ad- 


justment 


12. Expansion type air tubes follow canopy ad- 
justment automatically. 


CONTINENTAL 
HOSPITAL SERVICE, INC. 


18636 DETROIT AVE. CLEVELAND 7, OHIO 
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a moving picture in Hollywood at the 


time ot his death. 
Dr. 


The Mopern Hospirat on the physician’s 


Loomis contributed an article to 
view of hospital care which was pub 
lished in October 1947 and was awarded 
honorable mention as one of the best 
irticles published in this magazine dur 
ing the year 1947-48. 

Dr. Bertram B. Jaffa, former manager 
of health and charities in Denver, died 
Dr 


secretary of the 


recently at the age ol +3 years. 


Jaffa served as executive 


\ssociation tor twelve 


Colorado | losp tal 


years. 


LIFIED BY 0 





THE BOOKSHELF 





OF SOUND PER- 
IN HOSPITALS 
Committee 


DEVELOPMENT 
PRACTICES 
A manual released by the 


on Personnel Relations, Council on 


THI 
SONNEI 


Administrative Practice of the Amer 

ican Hospital Assoctation 

Recently, the committee on personnel 
relations under the Council on Adminis- 





in perfecting cubicle equipment 


This patented corner fixture was devel- 
oped by Judd to let curtains glide 
around corners instantly, silently. 
Judd’s fiber-wheeled, roller-bearing 
carriers are always quiet, never 
jam. Judd’s sturdy Sanforized 


white or colorfast pastel cur- 
tains have rustproof 

grommets permanently 
machined into top hem. 


I 
















Satisfying hospital needs 


and maintain. And you 
can depend on Judd’s 
efficient planning to use 
space to best advantage 
... keep costs at a minimum. 
For a costfree estimate, just 
send a simple diagram, with 
dimensions, of areas to be cubicled. 






H.L. COMPANY 


Originators of Modern CUBICLE CURTAIN SCREENING EQUIPMENT 


Hospital Division 


. 87 Chambers St., New York 7 


449 E. Jefferson Ave., Detroit 26* 3400 N. Western Ave., Chicago 18 
3300 Leonis Blvd., Los Angeles 11 


trative Practice of the American Hos- 
pital Association released the first of 
eight sections on hospital personnel ad- 
ministration entitled, “The Development 
of Sound Personnel Practices in Hos- 
pitals.” 

Clearly this manual is not the product 
of one man’s thinking, nor is its ap- 
proach to the complex problems of hos- 
pital personnel administration theoretical 
in nature. Rather, result of 


intensive group thought, simply stated 


it is the 
and logically supported 

It is pointed out in both the preface 
and the introduction to this manual that 
the committee is not recommending the 
standardization of 
within our institutions, but that it is 
furnishing a guide for the intelligent 
a personnel program 


personnel _ policies 


development of 
Individuality among institutions, and co 
operative development within institu- 
tions is the theme of this introductory 
section. The committee insists that the 
basic principles of sound personnel rela- 
tions are applicable to all hospitals, but 
it is just as insistent that the specific 
policies should be adapted to the mores 
of the community and the hospital 

Where policies are known at all 
levels and the administration has ‘said 
what it means and means what it says, 
there is little danger of misunderstand- 
ing.” This is only one of many state- 
ments made in support of the need for 
written policies. It is pointed out that 
too often administrators expect sound 
interpretation of administrative thinking 
on the part of supervisors without hav- 
ing given them the guidance which 
could be made available to them through 
written policies 

The chapters covering the formula 
tion, writing and distribution of per- 
sonnel policies offer to all hospitals a 
definitive outline for the broadening of 
present policies, or for the development 
of a completely new program. Together 
with this comprehensive outline, a new 
philosophy is presented as an approach 
to personnel policy development. In the 
words of the committee, “The effective- 
ness of the hospital is dependent upon 
the best possible correlation of the ob 
jectives of the hospital with those of the 
employes who give the service specific 
meaning. It is the primary function of 
personnel policies to bring optimum 


The MODERN HOSPITAL 











Vol. 72, No. 3, March 1949 


Wood is characterized by enduring 
strength, functional adaptability, and 
comparative lightness. In these qual- 
ities alone, we find in wood a su- 
perior material for Carrom furniture. 


However, Carrom Wood Furniture 
offers much more . . . in qualities 
essential to good institutional service. 
Its smooth finish, which penetrates 
deeply into the pores of the wood, is 
easy to clean and keep clean. Super- 
ior craftsmanship and basically sim- 
ple, clean-cut design combine to 
eliminate cracks, crannies and crev- 
ices which otherwise collect dust and 
dirt. All joints are smoothly and 
permanently fitted . . . for good 


CARROM INDUSTRIES, INC 


~«« Unmatched 
for Ease in Keeping Clean! 


construction, good appearance and 
good housekeeping. 


Still more is yours in Carrom-built 
furniture. Here is a product made 
exclusively for institutional use. By 
the extra care employed in selecting 
and seasoning hardwoods, forming 
posts, legs, bed stretchers and other 
vital parts from solid stock and ffit- 
ting joints securely, Carrom gives 
you institutional furniture unmatched 
for serviceability. 


Carrom Fine Wood Furniture, 
made by craftsmen who ‘“‘build for 
the decades,"’ will meet your every 
requirement. 


* LUDINGTON, MICHIGAN 


New York Office: 19 W 44th St., Ralph Berg 
Chicago Office: 1503 N. Sedgwick Ave., James L. Angle 


CARROM FURNITURE a . 
Hild FOR THE DECADES... 





LONG LASTING FINISH 


Carrom Wood Furniture receives 
a hard, tough finish that pene- 
trates into the pores of the 
wood, becoming a part of the 
wood itself. It will not chip off 
nor flake on impact with other 
objects and even a relatively 
deep scratch can be repaired 
and effaced. The original beauty 
of Wood is emphasized and re- 
tained to the highest degree, 


WOOD FURNITURE FOR 


HOSPITAL SERVICE 
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correlation between the institucional ob 
jectives and the objectives of the em 
ploye group 

The committee places the adminis 


{ personnel department in the 


t 


interpreter 


trator an 
position of 
ommending that fir 


ment of policy, endorse Dy the govern 


representa 


en 







ployes. Committee development of policy 
is a long step from the usual procedure 
f adopting those already drawn up by 
other institutions. However, the justi- 
fication and reasoning behind these rec- 
ommendations are so strong as to leave 
little or no doubt as to the desirability 
of such a procedure 

In the ippendixes to these manuals 
we are cautioned to use the sam 


les only to stimulate thought. Appendix 
I ; 


again 


\ contains a selection of statements 

taken from personnel handbooks now 

Appendix B is confined to state 
I 


covering specific details required 


Chest 
or Heart 





WITH ONE 70mm FLUORO-RECORD CAMERA 














VERSATILE OPERATION: Fairchild’s 70mm Fluoro-Record Camera — which ts now avat 
iding X-ray equipme an sed tor mass X-rays routine chest 
work occasional test ofr il SI s nd angiocardiography usthout ex 
SIV cessorics Of unnecessar cation of equipment 

speeo: | 200 or more X-ray expos in taken in a single day. Routine or 
test shots can be processed at it x posure yhic shots can be taken 
at the rate of \ S s depending on the size of the patient to pro- 
vide an adequate record fora rat Nagm s 

ECONOMY: A tr. roll of tlm pre sup to 450 negatives. The cost is approxi 
mately per frame. Do x nch or x 2 inch cut film strips 

st less than per tran 

CONVENIENCE: nm t which has proven to be an ideal size for routine 
ind mass radiograph Ss it irge to permit casy reading without high mag 

at 
sk ks Fairchild Aerial Cameras and 
Naviga FLUORO-RECORD Curt 
I Cat ( R s I \ Roll I Developing and Drying Units 
\ ( x I Identitier. Available thru X-ray Equipment Supplie 

CAMERA AND INSTRUMENT CORPORATION 

88-06 VAN WYCK BOULEVARD, JAMAICA 1. NEW YORK 
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by supervisors to administer the general 
The last appendix 


policies adequately 
Nort only does 


interesting 
made in an 


is extremely 
it present a survey actual 
hospital situation, but it shows the de 
velopment of an outline based on the 
need presented by this survey. I feel con 
fident that few administrators can read 
these few pages without being conscious 
of possible deficiencies in their institu 
tions 

In addition to the manual under dis 
committee on personnel 
Bibliography 


cussion, the 
relations has published a 
of Reference Material on Personnel Ad 
ministration” which is available at the 
Bacon Library of the American Hospital 
Association. This classified bibliography 
should be helpful in providing additional 
material for personnel administrators, as 
well as for other supervisors and em 
ployes 

The committee on personnel relations 
has made an invaluable contribution to 
personnel management within hospitals 
and if the content of the seven sections 
yet to be published compares with the 
established, we can 


standards already 


expect a new concept of hospital per 


sonnel relations —CARL C. LAMLEY 
HospirAL TRENDS AND DEVELOP 
MENTS 1940-1946. Edited by A. ¢ 


Bachmeyer, M.D., and Gerhard Hart 
man, Ph.D. New York: The Com 
monwealth Fund. \948. Pp. xiu-819 


$5.50 

A companion volume to “The Hos 
pital in Modern Society” published by 
the same authors five years ago, this is 


a recapitulation of the best articles pre 


sented in the hospital literature over 
the period 1940-1946 in the opinion 
of the authors 

The contributions selected are 


grouped into sections covering trends 
in the hospital field generally, admin 
problems, hospital 


istrative specific 


services, financial control and operation, 


construction, plant maintenance, and 
public and community relations gen 
erally 

The volume runs to more than 800 
pages and, together with its predeces 


sor, Constitutes a complete summary of 
important and developments in 
the hospital field in modern times. Ev 


this an in 


events 


will find 
work 


arriving at 


ery administrator 


valuable reference which will 


issist him in that position 
from which the day's decisions may be 


best 


vailable information and thought have 


made with confidence that the 


been consulted 
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OPERATING ROOM LINED WITH STAIN- 
LESS STEEL ... an unusual use for ENDURO, but it 
demonstrates the versatility of this metal. Because of the 
technique employed, it was necessary to line three operat- 
ing rooms so as to maintain an electrical shield. Each 
operating room is 13 ft. by 13 ft. and 9 ft. high. The walls 
are paneled with No. 26 gauge ENDURO applied with a 
novel snap-on type of construction. Floors are covered 
with No. 16 gauge ENDURO. Even the windows and 
radiators are covered. 





a mueupry METAL OF 10000 lise 


--- SANITARY? YES, BUT IT HAS OTHER ADVANTAGES, TOO! 


Because of its sanitation and ease of cleaning, 
Republic ENDURO Stainless Steel now is being 
widely used in practically every type of hospital, 
clinic and laboratory. But this versatile metal has 
many other advantages which recommend it for 


hospital use. 


ENDURO is strong and 
rough usage and abuse. Its surface never needs 
to be restored—wiil not chip, crack or turn 
black—because it is solid stainless steel all the 
way through. It resists rust and corrosion. Its 


tough—withstands 


STAINLESS STEEL 


REG. U. S. PAT. OFF. 


silvery luster lasts indefinitely. And it resists 
heat, too. 

Its cost? You have a pleasant surprise awaiting 
you, because ENDURO Stainless Steel has proved 
over a period of 20 years in hospital service that 
it costs less in the long run. We shall be glad to 
send further information if you will write us. 


REPUBLIC STEEL CORPORATION 
Alloy Steel Division © Massillon, Ohio 


GENERAL OFFICES « CLEVELAND 1, OHIO 
Export Department: Chrysler Building, New York 17, New York 


V Check ALL 10 Advantages: + rust AND CORROSION-RESISTANCE © HEAT- / 
RESISTANCE @ HIGH STRENGTH @ NO METALLIC CONTAMINATION © SANITARY SURFACES / 
@ EASY TO CLEAN © EYE APPEAL © EASY TO FABRICATE © LONG LIFE © LOW COST. . 





SO. ©. 5. Pal OFF 
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1949 Construction Projects Total $105,669,826 
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Occupancy of nongovernmental hos- hospitals reported 78.3 per cent oc- 669,826, compared to $74,745,738 for 


pitals reporting to the Occupancy Chart cupancy for January, somewhat higher tie same period in 1948. For the latest 


tor January 1949 was ) per cent of than the January figures for the previous period, twenty-two new hospitals were 
capacity—above the seasonal low for the wo or three years reported costing $31,000,000; twenty 
previous month, but lower than for any Construction projects reported for the six additions to existing institutions cost 


January in recent years. Governmental first two periods of 1949 totaled $105,- $14,000,000. 


Why Leading Hospitals Prefer 
Yust Line Katiluse Equipment 


for Sanitation and ao) 
Low Maintenance Cost 






Protection of the health of its patients is of para- 
mount importance to the entire hospital staff. And, 
since JUST LINE Stainless Steel Equipment is so 
easy to clean and keep clean, it offers the utmost 
in sanitation and low maintenance cost. Note these 
eight exclusive JUST construction features: — 








1 * Patented Anti-splash Rim around entire pe rimeter 
of the bowl at point where bowl joins the drain- 


boards, seamless welded and polished. 

2 *Patented Double Pitched Drainboards, gradually 
sloping lengthwise to the bowl and sidewise to 
center of drainboard 

3 Wood Frame around front and ends, facilitates * PATENTED 


fastening to the cabinets 


Raditiluxe Sinks can be supplied in any size and shape 
and with either one, two, or more sink bowls—to meet 
individual requirements. 


4 Seamless Construction, all joints welded and 
polished. 


§ Radius corners in bow!l—vertical radius 1' 2” at top 
tapering to 15 16" at bottom, all bottom horizontal Write today for Literature M-349 and send us your specifications. 
radii are 15 16 We will gladly submit Details and Estimates. 


6 All corners of raised edge are die drawn 
7 U-type structural channel extending the full length * 
of the drainboard | 
« n ‘ - 
8 Sound Deadened on the underside to prevent un- 


desirable metallic sound. 
— y 4610-20 W. 21st Street, Chicago 50, Illinols 
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There is general agreement among hospital author- 
ities that Carrara Glass has proved itself that it 
is unsurpassed as a wall material for operating rooms, 
laboratories, corridors, kitchens, washrooms, and_pri- 

P P vate room baths. The reasons are clear. It has excellent 
A tested prescription iseptic properties. It is a permanent material. It lowers 
, mamtenance costs And its attractive appearance Is 


pleasing to patients. 


for the modern hospital \ quality structural glass, with a polished, flawless 


surface, Carrara may be installed in large sections. This 
reduces the number of joint crevices in which dirt and 
germs can lodge. It will not check, craze, fade, stain, nor 
change color with age. It is impervious to acids, chemi 
cals, grease, grime and water. No expensive cleaning 
preparations are needed to kee p it new-looking always 
In fact, wipings with a damp cloth will keep it clean and 
bright. Carrara Glass comes in ten attractive colors. A 
special Suede-Finish ts available which 1s particularly 
suited to operating rooms where a less reflective finish is 


required than standard Carrara Glass surfaces 





Whether you are remodeling or contemplating new 
4 
construction, we suggest that you give serious consider 


ition to Carrara Glass. Discuss your plans with your 







irchitect. He 1s familiar with this structural 
glass. And for detailed information, fill in and 


return the coupon below 


Pittsburgh Plate Glass Compa 
2120-9 Grant Building, Pittsburgh 19, Pa 
Without obligation on our part, please send us your FRE 


. booklet, “Carrara, the Modern Structural Glass of Infinite 


| 
| 
| 
I 
“ff | Possibilities 
thi ! Name 
jas | 
Wi, | Address 
| 
| 


City State 


PAINTS - GLASS : CHEMICALS - BRUSHES - PLASTICS 
G 


PITTSBURGH 





PLATE GLASS COMPANY 
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ANNOUNCEMENT... 


Now Available — 
for immediate delivery 





SWEDISH STAINLESS STEEL 
SURGICAL INSTRUMENTS 


Write for Price List 


BROLI INSTRUMENTS. INC. 
175 Fifth Avenue. New York 10. N. Y. 











ARMSTRONG 
X-4 PORTABLE 
BABY INCUBATOR 








LOW COST 
SIMPLE 
SAFE 






The Armstrong X-4 Baby Incubator is the 


only Baby Incubator tested and approved by 


Underwriters’ Laboratories for use with oxygen. 


Only | control dial @ Safe, low-cost, heat © Easy 
to clean ® Quiet and easy to move ® Excellent 
oxygen teni ® Fireproof construction ® Ball- 
bearing, soft rubber casters ® Welded steel 
construction © 3-ply safety glass ® Full length 
view of baby @ Simple outside oxygen connec- 
tion @ Night light over control © Automatic 
control ® Safe locking ventilator ® Safety 
locked top lid @ Both F. and C. thermometer 
scales © Low operating cost. 

Write for detailed descriptive bulletin 
THE GORDON ARMSTRONG COMPANY, INC. 
Division DD-1 © Bulkley Building © Cleveland 15, Ohio 
eGuaE_ooeooelell_e_eS_mmoeaaese_e__e_e__e_e__eee— 
94 








Patient comfort 
is prompt 





Prompt, continued control of 
pain is one reason FOILLE 
is “first thought for first aid” in treatment 
of BURNS. MINOR WOUNDS, LACERATIONS, 
ABRASIONS in offices, clinics, hospitals. 





ANTISEPTIC e ANALGESIC 


EMULSION e OINTMENT 


“You're invited to request samples and 


clinical data 


CARBISULPHOIL COMPANY 


3118-22 SWISS AVENUE, DALLAS, TEXAS 
















| 
| 
Time Tetted—2Quality Proven | 
HODGMAN SHEETINGS 


ARE STANDARD AMONG LEADING HOSPITALS 


Meets al! requirements of American Hospital Associa 


tion supply hcuse or send for sample 


swatches of regular and lightweights 


Ask your 











HODEMAN RUBBER CO. 


Offices New York, Chicage 












& San Francisco 
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IS YOUR HOSPITAL 


““SPROUTING WINGS?’’ 


. 
~ 


24 >) oa25) 


Ne 2 2 


* 
4 
C) 
¢| 
’ 


$ 





lfso... there's a Barnstead 
Water Still “Made to Order” for it! = 





{ees GROWING HOSPITAL 


> 
needs plenty of i | 
pure, freshly-distilled water to meet its ex Why the Barnstead iT 
panding requirements. Whether its a tiny '. gallon Type "O” Still . 
ver hour laboratory still. or a 30 gallon per hour is the Hospital 
Favorite... 






steam model. such as the 


one shown at the right. 
jarnstead makes 


t model which 


will exactly fit 
I! needs These ire 


models for operation by 


team. gas, electricity. and kerosene. in’ a wide 


range of capacities. Our special catalog of Hospital DOCTORS LIKE IT me a 


. they knou t delivers 
Stills gives complete data on stills. full automatic 


‘ & f purity. water 
ssthle with a single effect still. safe even for paren 

serail thor , / loo vlasn ork 

controls storage tanks, recessed equipment. ete. ¢ solutions and blo« pla u 

\ rite for vour COPS today. NURSES LIKE IT hee ause 
they know they car ely upo the onstant un 
eae " uving quality of the distillate. When operated with 
Pure Water Specialists Since 1878 sdechahle diate: tise in heel dhe diet val 

icici ciate TECHNICIANS LIKE IT because 





iutumatic in operati 


STILL & STERILIZER CO. ee ae 


on t is merely necessary ¢ 
supply and 


ATTENDANTS LIKE IT hecau 

31 Lanesville Terrace, Forest Hills, Boston 31, Mass. I 
its screntifically correct design + 
leaning. Barnstead Stills op 


without requiring cleanin 


se 


zg educes the need 
erate for long periods 


1Z eren tn hard-water area 
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BARD-PARKER 
FORMALDEHYDE GERMICIDE 


Recognized authorities on surgical sterilization state emphatically that 





no disinfecting medium should be used in the operating room that is 


not capable of killing spores. 


Within a reasonably short period, practical for hospital pur- 
poses, this potent Solution destroys pathogenic vegetaiive 


bacteria, spore-formers and their spores. 


True surgical disinfection is further accomplished without 


Compare this significant data evaluating danger of rust or corrosive damage to sharp edged and other 
the potency of the improven germicide : . 


% Dried | Without 


; delicate surgical instruments, thus leaving their efficiency and 
Sporulating Bacteria | pigog Blood life expectancy unimpaired. 


G. teteni hana a In meeting ALL THREE exacting requirements of potency, 
G. wekchii a hours shows practicability and protection, B-P Germicide provides a desir- 
B. onthracis Ys hewes Wis owes able margin of safety for instrument disinfection. 

Vegetative Bacteria 

Staph. aureus 5 min. 15 sec. Ask your dealer 


E col 3am 0S see. PARKER, WHITE & HEYL, INC. 
Strept. hemolyticus 2 min. 15 sec. Danbury Cammeiion 





A new brochure evaluating the comparative prop- 
erties of B-P Germicide will be mailed on request. 





se ee Ye a a a a 


For detailed information see our Catalog in 1948-1949 HOSPITAL PURCHASING FILE 
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e Matic ine 18 a treat for the youngster who 1s 


given sulfonamides dressed up in candy-like DUOZINE 

Dulcet Tablets. It's no problem to get bim to take 

the full dosage prescribed. As far as he's concerned, 
these toothsome preparations are candy, for they look like 

after-dinner mints, have a delicious red-currant flavor 

Yet each DUOZINE Dulcet Tablet contains 0.15 Gm. sulfadi- 
azine and 0.15 Gm. sulfamerazine. Therapeutic effectiveness 
»f the drugs in this combination is equal to the total weight 
f both sulfonamides, 0.3 Gm., but the danger of crystal- 
luria is only as great as if 0.15 Gm. of one compound were 


administered alone. This principle of combining sulfonamides 

Specify Abbott's NEW Double Sulfonomide 
cmon wane 

Dulcet Tablets 


(Compound Sulfadiazine 0.15 Gm.— 
Sulfamerazine 0.15 Gm., Abbott) 
(Medicated Sugar Tablets, Abbott) 
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0.3 Gm. Sulfathiazole Dulcet Tablets 0.3 Gm. 





to increase the safety margin is also used in TRIAZOLINE 


and DIAZOLINE Dulcet Tablets. These multiple sulfonamide 
tablets, together with three single sulfonamide preparations, 
provide a wide range of clinical usefulness in this palatable 
form. And, of course, all Sulfonamide Dulcet Tablets are as 
stable and therapeutically effective as unflavored tablets 

A child will enjoy eating or sucking Dulcet Tablets like 
candy; an infant may be given the prescribed dosage crushed 
in one-half teaspoonful of water. An adult who dislikes regu- 
lar tablets, or who requires troches for an oral infection, will 
also appreciate medication in this form. These prescription 
specialties are available in bottles of 100. For literature, write 


ABBOTT LABORATORIES, NORTH CHICAGO, ILLINOIS 


Triazoline* Dulcet Tablets (Compound Sulfadiazine 0.1 Gm., Sulfamerazine 0.1 Gm., and Sulfathiazole 
0.1 Gm., Abbott) Duozine* Dulcet Tablets (Compound Sulfadiazine 0.15 Gm. and Sulfamerazine 0.15 
Gm., Abbott) Diazoline” Dulcet Tablets (Compound Sulfadiazine 0.15 Gm. and Sulfathiazole 
0.15 Gm., Abbott) Sulfadiazine Dulcet Tablets 0.15 Gm. and 0.3 Gm. Sulfamerazine Dulcet Tablets 








A Significant Advance 
in ANTIBIOTIC THERAPY 


Note these five favorable attributes 
of Dihydrostreptomycin Merck 





(1) Low incidence of vestibular disturbances 

(2) Significantly less toxic 

(3) Less frequent allergic manifestations 

(4) Highly purified 

(5) Undiminished antibacterial activity against Mycobacterium tuberculosis 





chemically distinct from strepto- 

mycin, with greatly reduced neu- 
rotoxicity, Dihydrostreptomycin 
Merck is especially useful in cases re- 
quiring relatively high dosage, such as 
miliary tuberculosis and tuberculous 
meningitis. 

It can be used interchangeably for 
intramuscular therapy with Strepto- LOW INCIDENCE 
mycin Calcium Chloride Complex OF EIGHTH CRANIAL 
Merck or other forms of streptomycin. NERVE DAMAGE 


Ase highly purified antibiotic, 











Descriptive literature is yours for the asking. 





DIHYDROSTREPTOMYCIN 
MERCK 


(supplied as the sulfate) 





MFRCK & CO., Ine. Manufactuning Chemists RAHWAY, N. J. 
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we can tawe\ QU money 


and give your surgeons more comfort 


These are facts— and we can prove them! First, we can save you money 
because both Wiltex and Wilco Curved Finger Latex Gloves have “long 
lasting” qualities built-in. The inherent strength of pure liquid latex 
plus the exclusive Wilson method of processing combine to create sur- 
geon gloves that will withstand 30 to 50 sterilizations. That’s a lot of 
trips into the autoclave for any rubber glove —but the important part 
to you is that on each return trip from the autoclave your per unit cost 


per operation goes down. Naturally the more sterilizations a glove will 


withstand the lower your overall cost will be. 





Now, for the matter of greater comfort tor your surgeons. Both Wiltex 
and Wilco Gloves have the famous Curved Finger styling originated by 
Wilson. This Curved Finger styling was developed so that Wilson Gloves 
would conform, more closely, to the natural set of the hand and ease 
the “pull” when fingers are flexed. Then, too, Wilson redesigned the 
entire glove body to allow a more perfect fit at the wrist and fatty por- 
tions of the hand. Today, it is not necessary to confuse tightness with fit 


-you'll find greater comfort and a more perfect fit in every Wilson Glove. 


THE WORLD’S LARGEST EXCLUSIVE MANUFACTURERS OF RUBBER GLOVES 


“yyilsen 


RUBBER COMPANY 


THE WORLD S LARGEST EXCLUSIVE MANUFACTURERS OF RUBBER GLOVES 


CANTON - OHIO 
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Most hospitals today 





use 


DISPOSABLE 


~~ TUICAPS 


i NURSING BOTTLE 


output, to disintegrate many or- ei 


ganic and inorganic substances. H CLOSURES 


The new Waring Blendor for laboratory use. 
retains all the benefits of the former model 
speed power containers 
and has the added advantages 
of lower center of gravity and 
lower cost. It blends at speeds 





up to 15.000 rpm. with 'y h. p. 


Proved for disintegration and 
blending of substances. and for 
all types of research: enzymes 
food stuffs-— vitamins —— tissues 
soils waxes pigments 





bacteria, etc. Stainless surgi- 
cal-steel blades and lobular- 


P : 
shaped container assure maxi- _ . 
mum blending ii 








2 
No. 17225A Waring Blendor ; 
for 115 volts, 25-60 cycles, af 


5 
AC or 1 Fach $34.95 zB 
B rite for = 


G % 
bye “Ce Bulletin No. B5¢ — a 
KS 


Write for complimentory package of 

professional samples The Quicap Co 

Inc Dept H-33. 233 Broadway 
New York 7 NY 


CENTRAL SCIENTIFIC COMPANY 


PARK ROA 
> NEWARK 


5e 
HOSPITAL 
UNIFORMS 


,..dasd longer! —————— 
“becouse BERKELEY GENERAL HOSPITAL 


they're backed by BERKELEY, CALIFORNIA 
40 years of ex- 





















An institution representing nearly a third of a century of 


perience os hos- conscientious service to the sick and suffering of Berkeley 

pital uniform Maintained and efficiently operated by private ownership 

specialists. Pro- Well staffed and adequately equipped in the modern man- 

duced in our own ner, it is outstanding among California's many fine smaller 
Prine 

plant from qual- “oe. 

ag long JULIUS BERBECKER & SONS, INC. 

wearing fabrics. 15 E. 26th St., New York 10 


©) we —BERBECKER ~ 
wer ores ors SURGEONS NEEDLES 


MELROSE HOSPITAL UNIFORM CO. INC. MADE IN ENGLAND 
115 University Place * New York 3, W. -] FOR THE SURGEONS & HOSPITALS OF AMERICA 
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Intr@iian 


m.....Stigminene* 


Pe) o . 7 . 7 
Bromide ‘Warner’ 


The Newest Cholinergic Compound 


Superior effects 
Smooth balanced action 


Minimum by-effects 


WILLIAM R. WARNER & 
CO., INC. is proud to present 
STIGMINENE* BROMIDE 
‘Warner’, an effective choliner- 
gic compound of low toxicity, 
wide margin of therapeutic 
safety, and prolonged action. 


STIGMINENE* BROMIDE 
‘Warner’ is indicated in the pre- 
vention and treatment of post- 
operative abdominal distention 
and urinary retention. It may 
be used for all degrees of intes- 
tinal and urinary bladder atony 

— from gastro-intestinal atony 
J developing in chronic illness, 
1 certain acute infections or toxe- 
mias, and following anesthesia; 
meteorism complicating pneu- 
= monia; to as severe an involve- 
= ment as paralytic ileus. 


> STIGMINENE* BROMIDE 
7 & ”) ‘Warner’ is supplied in 1-cc am- 

7 /'\ puls of a 1:2000 solution, 0.5 
\ Mon 7S mg. each; cartons of 12 and 50 
' \ Z ampuls. * Trade Mark 





| WILLIAM R. WARNER &CO., INC. 
New York St. Louis 
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isle me), | 


E WILL 


ROSS 





is saving MILLIONS 


It takes ten thousand 
bolts to make one mil- 


one million, but mi/lions 
of yards of gauze. 


It was in 1937 that the Will Ross, Inc., Surgical Dressing 

Factory developed and introduced Short Tab O. B. Pads. 

Hospitals using the T-Binder technique in their O. B. De- 

partments were quick to see the economy advantages of these 

new pads. Others, not using the T-Binder technique, have 

changed their technique to take advantage of the savings. 

As a direct result of this one idea hospitals have not only 

saved money but have shared, and continue to share, in the 

saving of millions of yards of gauze. 

This is just one of the Will Ross ideas which, over the years, 

have: 

e helped hospitals reduce operating expenses without 
sacrificing service; 

e helped improve service without increasing operating 
costs; 

e helped simplify procedures or increase efficiency through 
finding or manufacturing the product best suited to the 


job. 


WILL ROSS, INC.3 


Manufacturers and Distributors of Hospital and Sanatorium Supplies and Equipment 





MILWAUKEE 10, WISCONSIN | 









ere isone bolt of gauze * 
sea ard . of YARDS of GAUZE 









lion yards. This one Will 4 f Hi '@) Ss Pp | A L Ss 
Ross Idea has saved, not f oO r T eee 











If you are not using Kenwood Sanisorb- 
Filled O. B. Pads, it will be to your advan- 
tage to ask our representative to tell you 
about their superiority. Made in two styles: 
Straight and Round End, in both Short Tab 
and Long Tab. 
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0 tlh mr FD acids 
a Intravenous Gar intravenous replacement 
of protein lost through 


; 1 burns, injury, surgery, 
Amino Acids gastro-intestinal disease, 


and inanition. 


Supplied 
in 100 cc. 
vials 





New Yor« 13, N. Y. 


PARENAMINE, trademark reg. U. S. & Canada 
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DOES YOUR MOVABLE 
EQUIPMENT “DRAG ITS 
FEET”? fu 


OUR best prescription 
for squeaky, balky, 
hard-moving beds, tables and 
other hospital equipment is 
immediate application of 
uiet, smooth-rolling BASSICK 
**DIAMOND-ARROW™ CASTERS 
Designed to move hospital equip- 
ment with exceptional ease and 
quietness, these casters incorporate 
full-floating ball bearing swivel 
movement for easy maneuvering 
**‘Diamond-Arrows”’ are America’s 
biggest-selling quality casters 
made by the world’s largest caster 
manufacturer A size and type for 
every application Write to THE 
BASSICK COMPANY, Bridgeport 2, 
Conn. DIVISION OF STEWART- 
WARNER CORP In Canada: BASSICK 
DIVISION, Stewart-Warner-Alemite 
Corp., Ltd., Belleville, Ontario. 


= MAKING MORE KINDS OF CASTERS 
a | ..»« MAKING CASTERS DO MORE 





Buy your 


BLANKETS 


direct from 


ENWOOD MILLS 


AEG, . 
@ See your Kenwood representative POH 


or send direct for swatches, prices and 


complete information. 






eo naa ae ae ae ee — + Pp % 
/ >. ai 
| KENWOOD MILis )-5 ago) | 
| Contract Department : C7, | 
RENSSELAER, NEW YORK 

| Gentlemen: Please send me complete information, | 
| prices and swatches, on blankets for hospital use. | 
Hospital | 
i Address | 
| City Zone__State | 
1 = Administrator 

iia Ibias i lenient centinisiendesandicaigi matamidaed 





The One Conveyor 
That Meets 
ALL Requirements 





@ Because the many valu- 
able advantages of Ideal 
design and construction 
cannot be found in any 
other unit, Ideal Food Conveyors 
are invariably the choice of leading hospitals. 

Except for size, all Ideal Conveyors are built to the same 
exacting standards. Many models, squarely meeting every 
budget and service need. Write for Catalog. 


Oleal 


FOOO CONVEYOR SYSTEMS 
Sound tn Setemesd Hejpilal 





6 4 


THE SWARTZBAUGH MFG. CO., TOLEDO 6, OHIO. 


Distributed by The Colson Corporation, Elyria, Ohio; The Colson Equipment and 
Supply Co., Los Angeles and San Francisco. The Canadian Foirbanks-Morse Co. 


FIREPROOF CHINA 


CASSEROLES 
BAK IN G otsnes 
COFFEE POTS TEAPOTS 
SERVING ITEMS TABLE ITEMS 
ROOM EQUIPMENT STEAM TABLE INSETS 
STORAGE VESSELS MANY OTHER ITEMS 


The only known cooking china made by our secret pro- 
cess that fuses body, glaze, and color inseparably 
Crazeproof, stainproof, absorption-proof... 
used in thousands of institutions. 


THE HALL CHINA COMPANY 


VERP 


World's Largest Maker of Fireproof Cooking China 
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The only Water Coolers 
with the Meter-Miser 











Buy water coolers that 


don't oft ty FR|GIDAIRE! 


On day and night duty, year after year, 

Frigidaire Water Coolers keep right on 

delivering a dependable supply of cold 

water —no matter how hot the weather 
how heavy the demand. 

That's because Frigidaire Water 
Coolers are built for years of efficient, 
trouble-free service — powered by Frigid- 
aires famous Meter- Miser Compres- 
sor. Simplest cold-making mechanism 
ever made, the Meter-Miser uses a 
minimum of electric current to give 
vou gallons and gallons of cold water. 
It has set performance records in mil- 
lions of Frigidaire products carries 
its own, special 5-Year Warranty. 


Whatever your water cooling needs, 
there’s sure to be a Frigidaire to meet 
them. In addition to bottle and pres- 
sure type models, there are larger in- 
dustrial and tank type coolers. 

For complete information on all your 
refrigeration and air conditioning  re- 
quirements, call your dependable Frigid- 
aire Dealer. Find his name in Classified 
Phone Book. Or mail coupon at right to 
Frigidaire Division of General Motors, 
Dayton 1, O. (In Can., Leaside 12, Ont.) 


FRIGIDAIRE 


ss Water Coolers 


For fast facts about 
Frigidaire Products — fill 
out and mail coupon today 


Frigidaire Reach-In Refrigerators 


Wide range of sizes 


for dining rooms, cafe- 
terias, diet kitchens, 


biological storage 


Frigidaire Water Coolers 
Self-contained and tank F 

types, for drinking water 

and processing (X-ray and 


other) 





Frigidaire Compressors 


For salad pans, walk- y * 
in coolers, mortuary re- —S 
and other ’ 


frigerators ay 


st 


remote installations 


Frigidaire Low temperature Cabinets 


For storing ice 
cream and frozen 
foods; also for blood, 
plasma and milk 
banks 


Frigidaire Air Conditioning 

Room, store type it A 
and central system air (me 
conditioners for pa a 
tients’ rooms, wards, 
offices, laboratories, operating rooms 


and other locations. 


Frigidaire Ice Makers 
Quick, convenient a ail 
source of ice for thera- 


peutic and general use. 


Frigidaire Beverage Coolers 


Wet and dry a——! 


storage types for 
cooling soft drinks 
to thirst quenching 


temperatures, 


\3 


. 
Over 400 Refrigeration and Air 
Conditioning Products — Most 
Complete Line in the Industry 








Nume 

Hospital 

tiddress 

City Zone 


Sate 
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BECAUSE you get 


toffee On 


Continental Coffee 
Costs 
You 
Less! 










AAS 
Ly 


7 


A a 


There is economy for you in serving Continental... 
ECONOMY in many ways! First... because you get More 
Coffee Flavor in Continental's rich, full-bodied blend . . . 


you get more good cups per pound. Second .. . you 


i E: { provide your patients and staff with more 
f — r\ — é 
/ BAEZ, 5 
f 4 i A) 2 . ° ° ous ° ° 
) ‘a satisfaction in each delicious, winey-rich cup. 
A ha J. 
ee | 4. wa And third . .. because Continental provides 
‘ i 
4 ~~ 
eee such enjoyment, you will welcome the 
YOUR MOST IMPORTANT 30 DAYS! friendly comment: “Here is coffee 
Treat your patients and staff toa finer : 
coffee, with a flavor that’s so good at its best!” 
its mews ... and so satisfying you'll 


never want to change. Try Con- 
tinental’s néw ‘*30-Day Plan’’. See 


your Continental Man or write ‘ “s ) , eg % : 


BLENDED ROASTED AND PACKED EXCLUSIVELY BY 
CONTINENTAL COFFEE COMPANY 


CHICAGO 90, ILL. - BROOKLYN 1,N.Y. PITTSBURGH 22, PA. TOLEDO 1, OHIO 


375 W. Ontario St. 471 Hudson Ave. ° 2126 Penn Ave. * 1726 Summit St. 
Write for price li TEA *« SWEET MILK COCOA « MAYONNAISE «© SALAD DRESSING «© THOUSAND ISLAND DRESSING « FRENCH 
DRESSING « GELATIN DESSERTS *« CREAM DESSERTS «© DEHYDRATED SOUPS ¢ PURE EGG NOODLES + SPAGHETTI © MACARONI 
SAUCES « MUSTARDS « SPICES « EXTRACTS « PANCAKE SYRUP © FOUNTAIN PRODUCTS 


206 The MODERN HOSPITAL 


MEAT... 
Ju the Rational Weight Reduction Program 


One dictum is universally recognized in the planning of 
, reducing diets: the basic requirements of good nutrition 
remain unaltered, and adequate amounts of high-quality 
’ protein are the cardinal factor in the successful dietary 
management of overweight. 

Protein allowance in such a program is stated to be 
not less than 1.5 to 1.7 Gm. per Kg. of ideal body weight.’ 
A further advantage of the diet high in protein and low in 
fat and carbohydrate is its greater simplicity; the tedious 
calculation of calories may be omitted without impairing 
the efficacy of the program.’ 

It is therefore recommended that lean meat be given 
a dominant role in reducing diets.’ 

The protein content of meat is notably high. Regardless 
of cut or kind, meat provides biologically complete protein 
able to satisfy the multiple amino acid needs of the body. 

Lean meat, particularly, is of excellent digestibility. 
Its outstanding satiety value assures patient cooperation, a 
vital factor in the success of any weight reducing program. 


! McLester, J. S.: Nutrition and Diet in Health and Disease, ed. 
i, Philadelphia and London, W. B. Saunders Company, 1943. 


2 Kunde, M. M.: The Role of Hormones in the Treatment of 
Obesity, Ann. Int. Med. 28:97: (May) 1948. 


The Seal of Acceptance denotes that the nutri- 


tional statements made in this advertisement | 
are acceptable to the Council on Foeds and # $ 
Se ao 


Nutrition of the American Medical Association 


American Meat Institute 
Main Office, Chicago...Members Throughout the United States 
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THERE’S A PREFERENCE for 
ROMETHELS 


moked omaoned, A's @ dens. 


Yes, there’s a big swing towards specifying 
Prometheus when it comes to Food Conveyors 
There is a Prometheus model for every 
requirement 
Prometheus Food Conveyors are soundly en- 
gineered and built of the finest materials 


stainless steel bodies, wells and inserts assure 





years of dependable service 


Oe ee ee 0) 

1038 Serves 60 to 

110 patients. Note 

heated drawer —large 

enough to accommo- 

erie. sane mont pen ; . At left) Model No. 1090 

Outdoor Model 14 pnev- 

motic tires available in vori- 


ous combinations 


Below) Model No 1023 
Tray Conveyor 4 heated 
shelves, 1 cold compartment 


holds 20 troys 





Prometheus Food Conveyors are at- 
tractive in Oppearance, compact ‘in 
size, easy to handle and economical 
in cost and operation 
Send for descriptive circu 
lor giving full details of 


vorivus designs, capaci 


tres and special features 


— 
eee Perea tet lnc 


PROMETHEUS ELECTRIC CORP.. 401 WEST 13TH ST. NEW YORK 
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KEEPS FUSES KU 4M 
WEN FRESH FOR UK J 


cults hoswital costs speeds service 








4-DRAWER MODEL 
$425.00 Fair Trade Price 
(Fed. Excise Tax imcl.) 








YOU CAN HOLD cooked foods for hours at 
their flavorful peak in a “Toastmaster” 
Roll and Food Warmer! Imagine all the 
Savings you enjoy when you cook in 
quantity for later serving! 

FOR ONE THING, you need less kitchen per- 
sonnel. So there's less confusion, less 
duplication of effort. Then, too, foods 
cooked in quantity cost less to prepare. 
There's less fuel consumption, less food 
handling, fewer utensils to wash, the 
most efficiency from the least cooking 
equipment. 

YES, AND SERVING directly from a “Toast- 
master” Roll and Food Warmer in your 
diet kitchens speeds service and saves 
time. That means more savings in op- 
erating costs. 

FOODS STAY HOT and oven-fresh for hours 
ina ‘Toastmaster’ Roll and Food Warm- 
er. Automatic temperature control keeps 
foods from drying out. Humidity con- 
trol prevents sogginess. Sealed drawer 
construction stops odor transfer. 

YOUR FOOD SERVICE EQUIPMENT DEALER will 
show you how the “Toastmaster’’* Roll 
and Food Warmer cuts cooked-food costs 
and speeds service, too. Ask him about 
it today. 


TOASTMASTER 


ROLL and FOOD WARMERS 


Company 
Tow 


mark of McGraw Electr 
fe ast 


Tomster 1 





ter’’ | F “ Copr 
19, TOASTMASTER Pr » M Gras t 


rieCompany, Kigin 








Available in Sizes 
’ e - aEeen — y aio  ; 
to Suit Every Hospital Need Pll 





4-DRAWER MODEL 4DL 


(above) 27” square, 44” high. 


3-DRAWER MODEL 3DS 


(not shown) 23” square, 44” high. 


2-DRA‘NER MODEL 2DS 


(right) 23” square, 22'4” high 


2-DRAWER MODEL 
$225.00 Fair Trade Price 


(Fed. Excise Tax incl.) 
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Dept. G-39 
TOASTMASTER PRODUCTS DIVISION 
McGrow Electric Company, Elgin, Ill 


Send me complete tntormation on Toastmaster” 
Roll and Food Warmers 
Send me complete information on Toastmaster” 
Toasters 

POND s 5.0.5:6:0:6: 06-06 6.066060600:005:0605.00600600086664005008 


FpetMmhO . 206.0 cccccsceeses 
EES a snkcdcerednds. “nctvntsanssepedesssncmessanta 
City Zone 
My Dealer's Name... 


209 














SINCE 
1892 


.BAKER has distributed linens 


expressly woven for the hospital 





and institutional fields . . . linens 
guaranteed to last longer and 


give greater satisfaction. 


“ Ww.BAKER LINEN co. 


«RSE: 1892; 


Olde and Largest Organization of its tind 


in the U.S.’ 


315-337 Church Sti New York 13, NY: 


and ed i cities 





Fund Raising 


Counsel 


For a quarter century our came 
paigns have succeeded not only 
financially, but in the excellent 
public relations we have established 
for Onur cle nts. 


3 
without obligation 


- ill 


CHARLES A. HANEY 
x ASSOCIATES 


4 aint \ ° N 


Consultati i 











ATLAS 
FLOORMASTER 


For FLOOR POLISHING 
oY EO Lubrication 









Exclusive potented con- 
7 struction features assure 
7 trouble-free operation . . . 
eliminate costly service follow- 
ups. Sizes to meet every need. 












Attachments for fi 
corpet and rug 
cleaning. Bj 


Write for Folder [| | 
MH3 | 











ATLAS FLOOR SURFACING MACHINERY CORP. 


248 East 34th Street New York 16, N.Y. 


Brighter Floors 


with 


DOLCOWAX - 





. 
* Compare distinctive milky DOLCOWAX ° 
i with the usual dark gray floor wax emul js 


sion. That sparkling lightness is preserved 
e from laboratory test tube to your floor- *e . 
result of precise blending of the fine 


+ gredients obtainable including the wp ° 
, grades of carnauba wax. 
. 
DOLCOWAX spreads and levels well... . 
> forms a hard, clear coating on all standard * 
types of flooring which grows brighter as 
® it is polished by traffic. It preserves floor . 
ing ... helps lengthen the life of expensive 
linoleum, cork, rubber and mastic. . 
- Write for complete illustrated booklet . 


“Floor Maintenance” 


The C. B. DOLGE CO. 


WESTPORT, CONNECTICUT 
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i ‘versity of 
Jutrition Building Unive 
age al College 


Food ane Agricultur 


Nebraska 














Section of 
award-win- 
ning Cafe 
teria kitchea- 


WINS 


AWARD 
for 
UNIVERSITY 











VOLUME COOKING for College and institutional 
cafeterias requires cflicient application of modern 


cooking tools to meet time-clock schedules. In 


recognition of its streamlined kitchen Operation, 
the judges of a recent competition awarded honors 
to University of Nebraska for the compact GAS 
kitchen in the Agricultural College Cafeteria 


4 thirty-vear veteran in the use of GAS for food 





preparation, the University of Nebraska equipped ; a Dining Room 


7 ri 

the Food and Nutrition Building with the follow- Cafete 
ing Gas Cooking Equipment: 

Two Hot Top Ranges One Deep-Fat Fryer Gas Cooking Equipment is an important factor in 

One Griddle-Top Range One Stock Kettle economical volume cooking. You'll find it worth 

One Toaster Serving Tables 

investigating. 
This streamlined Gas Kitchen fulfills the food ——_—___—— 
MORE AND MORE... 


preparation needs for serving 350 patrons per day 
during a 3-hour period, seven days per week. The 
speed, flexibility, and controllability of GAS con- 


tribute to this efficiency, promote time-saving and 





work-saving kitchen operations. 


There's no substitute for GAS and modern Gas AMERICAN GAS ASSOCIATION 


Equipment in volume food preparation. In every 


school, university or institutional cafeteria efficient 420 LEXINGTON AVE., NEW YORK 17, N.Y. 
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‘‘Here’s good news for 
executives and supervisors!’ 


embers have taken steps to eliminate two time-consumin 
g by hospital stafts. First, almost all 
placed in containers. Second 


F.T.D. mem 
letails in flower handlin 
r 8,000 members deliver flowers a/) 

/ with chemically treated water 


our 
Jy ff 
, ‘; peeete ‘ 


APE 
> 

oy S) 
' : wa flowers can | 
m 
a 
— 


these Containers are aire 
that lasts as long as the lowers. No fuss, no bother, 
lirect to patients’ rooms 


ve delivered d 





<t LE GR 







Flowers-by-Wire mean a lot to patients! 
Get well soon...we're pulling for 


They say, 
you”, in such a friendly way. Yes, Flowers 






f recovery and going home. 


= 
Yr ee Lol™ 
foster thoughts of 
TELEGRAPH DELIVERY ASSOCIATION, 149 Michigan Avenue, Detroit 26, Michigan 
The MODERN HOSPITAL 


FLORISTS 





FURNITURE & BED | | 
FOR HOSPITAIK 
SPECIFY . 


HARD MFG. CO. 
BUFFALO.NY. aa hoe 
























stall gurmit ure 


your hosp? 


uirements 


and bedding reg 


MEMO-WRITE FOR 
SPECIFICATIONS 





HA R 1) MANUFACTURING CO. 


“72 Years Young” Buffalo 7, New York 
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RN LL 


“NEW FLOOR” 


Wt fi [UWS 


BRIGHTNESS 





@ Fxclusive Brillo 
cross-stranded quality 
steel fibers. in solid 
disc pads, quickly re 
move grime and give 
satiny polish to waxed 
floors. Four grades—for 
scouring, wet or dry 
cleaning, hardening 
and polishing wax 
Quick acting, long 
wearing, low cost 


Sizes for all machines 


Brillo Mfg. Co., Inc 
Brooklyn 1, New York 








Stocked by most hospital supply / 
houses. Conveniently packaged y 
... available different mesh sizes. ( 


A Product of 


Dewey and Almy Chemical Company 


CAMBRIDGE 40, MASSACHUSETTS 




















self-contained u 
manufactured 





a 
> 
a 


Don't be satisfied with old-style bassinets: instead. investigate 
thisnew improved model which conforms to recent recommenda- 
tions by leading pe diatricians for individual self-contained units 


bor detailed 


features of this and other hospital room and ward 


information about construction and = ssecial 
~benkt-in 


beds and furniture. woeite 


FRANK A. TALL & SONS 
Since 1828 
200 Madison Avenue. New York To.N.Y 
New York and Southfields. N.Y. 
GIVE BEST SERVICE 


Factories at 120 Baxter Street 
HALL BEDS WEAR LONGEST 









@ TEMPERATURES to 400 F. are 
thermostatically controlled 


@ EASY TO OPERATE... set re- 
gulator at desired heat 


@ ELECTRIC HEATING ELEMENTS, 
Se, standard for 110V AC or 220V 
AC. Others quoted on request 


° gconomical 
itive’ 


Meets requirements of hospitals 


Rapid ’ Pos 


and laboratories for dry-heat sterilization of glass- 


ware, needles, test tubes, flasks, beakers, etc., and other drying uses 
Rapid thorough penetration of heat through chamber and load de- 
stroys bacteria, including resistant spores. Convenient doors, easy- 
loading and adjustable shelves, sturdy construction, long lived heat 
ing elements. 3 sizes available, easily portable. Ask your dealer, or 
write for Bulletin 110 


DESPATCH 


seh bine in 1902 


\ 
ee 





333 DESPATCH BLDG, MINNEAPOLIS 14, MINN. 
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You can cut costs... 


improve service... « NATIONAL 
with < MECHANIZED 
ACCOUNTING 


In a single operation... patient’s bill, account card, and journal 

sheet are posted and the posting voucher is certified... all 

simultaneously and in identical, original, machine-printed figures. 
This mechanized system handles all-inclusive or specific-service 

rate. Bills are instantly available at 

all times. Ask your local National 

representative-——a systems analyst 

how it can lower your costs and Sational 


improve your service. ACCOUNTING MACHINES 
CASH REGISTERS © ADDING MACHINES 


THE NATIONAL CASH REGISTER COMPANY, DAYTON 9, OHIO 


Vol. 72, No. 3, March 1949 








“WANTED IN SURGERY 


FLOORS, WALLS 
DISINFECTED WITH 
Ya% AMPHYL 
RUBBER DISINFECTED 
WITH AMPHYL 


AFTER SCRUBBING, 
HANDS RINSED IN 
WARM 2% AMPHYL 








FOR WET DRESSINGS OR 
TOPICAL ANTISEPTIC 
WASH—'!2% AMPHYL 
STERILITY OF INSTRUMENTS aie 

MAINTAINED WITH AMPHYL >: ; : 

TRAY FORMULA 


FIELD OF OPERATION 
OUTLINED WITH STAIN- 


44% AMPHYLIN STERILIZER ING AMPHYL FORMULA 


TO NEUTRALIZE 
RUSTING ACTION 


CUTTING INSTRUMENTS 
DISINFECTED IN SPECIAL 
AMPHYL FORMULA 


Amphyt 


Reg. U. S. Por. OF 


PHENOL COEFFICIENT I0 


@ Non-toxic + Non-injurious to human tissue « Mild, agreeable, clean 
odor - Concentrated potency for maximum economy «+ Effective in 
presence of organic matter + Powerful surface-tension depressant. 


NON-SPECIFIC AMPHYL eliminates all necessity of maintaining supplies 
of several germicides for various specific purposes. 


ly AMPHYL solution. recommended for cleaning surfaces. costs 
, 


2e per gallon. AMPHYL most fre quently used in }4°) to 2°) solutions. 


-_-—_——— . — — —- -_ 2 eee — — — ——-— See OH Oe me =— = ow oe 
AMPHYL—Li-t pr 83.00) per gallon. Sare 2 by buving a 
AMPHYL destroys }-gal m. Sup fin I-gallon contamers and in 5, 10. and 50-gallon 
drum-. Lea c hospital supply distributors are authorized to sell AMPHYL. 
_ > : WRITE foe samples of AMPHYL and detailed monograph for the medical 
JUICALS ar t } - your 


hve COMPO ALLS 


HOSPITAL SUPPLY DISTRIBUTOR or to 
LEHN & FINK PRODUCTS CORPORATION 
Mossvto! Deportment 
445 Perk Avenue, New York 22, N. Y. 
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These restfully soft, arrestingly smooth sheets cost 
scarcely more than best-grade muslins—yet they 
give the priceless comfort your patients require! 

Pacific Combed Percale Sheets give you extra 
economy, too! For not only do they wear wonder- 


fully, but they actually Jessen your laundry bill. 





COMBED 


ove tic hE ST... (PAGIHE 


The combing process does it: it removes the short, 


fuzzy fibers of cotton, makes the sheets lighter in 
weight — at the same time making them stronger. 

Order Pacific Combed Percale Sheets now. It’s a 
budget way to make the patient’s stay as pleasant 
and comfortable as possible. 


PICIHC MILLS 214 CHURCH STREET, NEW YORK 13, N. Y. 
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EVEREST & JENNINGS folding 


WHEEL CHAIRS 


bring independence 
to the handicapped 


E & J Folding Wheel 
Chairs are comfortable, 
compact and beautifully 
designed of chromium 
plated tubular steel 
Because they FOLD 
for automobile 
travel, E & J Chairs 
make it possible 
for handicapped, 
individuals to work, 
play, go anywhere! 


NURSING BOTTLES 
Now Cleaned by Glass Washer 


Washes Davol, Evenflo, 
Hygeia Nursing Bottles 


The Lusterizer with special bottle 
brush thoroughly washes all standard 
types of nursing bottles with one 
quick machine operation, taking only 
a few seconds. The brush illustrated 
with 2 rubber squeegees revolves in 
side the bottle, scrubs, polishes and 
rinses, removes all milk film. Three 
rotating external brushes simultane 
ously wash and rinse outside of bottle 


Lusterizer WASHES 700 to 800 
GLASSES PER HOUR 


The Lusterizer is unexcelled for all 
drinking and table glasses. One girl 













Portable turns out 700 to 800 per hour, crys- Make sure you are 
. . tal clear without toweling. Kemoves . 
Pus ony sink lipstick and dull film. Saves hot lightest and Strongest the dealer who will 
water and washing compound, re- 
duces breakage up to 75 No extra Wheel Chair serve your territory 
plumbing needed by arranging for 
on EVEREST & JENNINGS 


Everest and Jennings Wheel Chairs 
weigh only 34 pounds ... Width 
open is 241 inches . . . Closed 10 inches. 
Available for immediate delivery. If 
additional information is desired, write 
for our catalogue on E & J Folding 
Wheel Chairs. 


SEND FOR CATALOG dealer franchise. 


Gives full informa 
tiononmodernsani- 
tary washing meth 
ods for glasses and 
nursing bottles 
LUsTERIZER Many hospitals are 
th using Lusterizers 
SON » today for cat 
SHER write today for ca 


SLAs! 
~ alog and prices 


























deneeiliibhidtncneam EVEREST & JENNINGS, Dept. 19 
761 North Highland Ave, Los Angeles 38, Cali. 





610 SOUTH BROADWAY, ALBERT LEA, MINNESOTA 


“HOSPITAL CLEAN’ Give th 
in the corners too! — ive tne 


MM “pF VOLUNTEER ForuM 


TO THE MEMBERS OF YOUR 


Governing Board 










No problem with this quiet, The ‘Volunteer Forum” contains a group 
efficient ADVANCE “Lowboy” 


The twin dise des gn of the ADVANCE “I owbovy’’, with 


of carefully selected articles (taken from 
current issue of The MODERN HOSPITAL) 


three small-diameter brushes on each revolving disc, 
enables it to get clear into corners. The twin dise principle 
vith opposite rotation eliminates all side pull. The largest that have been briefed and digested to 
Lowboy” is only 7'4” high over brushes, making it easy 
lean under desks or other low equipment save time of the trustee. 


The ADVANCE “Lowboy” has a 20- 
year record for unusually quiet and 
trouble-free operation It serubs, steel Price: The charge is five cents a copy per month 
\\ es, DOLLS s pe ’ oors 
6 mode ay vue Pov, ~a ghee ‘lly Minimum codes is ior Sve copies meathly 
sed, adjustable splast guards, dis- 
pensing tank if desired 


Published by 


The MODERN HOSPITAL PUBLISHING CO., Inc. 


919 N. MICHIGAN CHICAGO 11, ILL. 


Write for literature 


ADVANCE MJnVie> 
FLOOR MACHINE CO. “Lowboy” 


2617 4th ST. S.E., MINNEAPOLIS 14, MINN. 
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THE NEW 


Vol. 


Since you're the man most concerned by that steadily rising curve 


labeled “operating costs,” you're constantly searching for ma- 


chines and methods that will help reduce expenses. 


That's why Remington Rand now invites you to see the new 


“Foremost” bookkeeping machine in action. 


New from core to keyboard, this completely electrified machine 
produces all your accounting records with new efficiency. New 
mechanical features speed every machine operation ...new fune- 
tional design simplifies each operator motion, RESULT: your 
accounts receivable, payrolls and accounts payable are turned 


out faster — with less effort — at lower cost. 


But see for yourself how the “Foremost” bookkeeping machine 
will force down your “operating costs” curve. Call your lo al 
Remington Rand representative today. 

“Fashioned for Business Administration” 

tells the complete story. Write for vour 


free copy to Remington Rand Ine., 
Dept. Mi1-3. 315 Fourth Ave. New York 10. 
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hece's why “++ 


the new “Foremost” is 
your best bookkeeping 


machine value... 


FASTER RESULTS — completely electrified 
... balances computed and printed avto- 
matically. ..improved automatic tabulation 
and column selection...new high speed 


spacing, timing and carriage return. 


SIMPLER OPERATION — “one- operation” 


insertion, collation and alig of forms 





... standard keyboard with only one set of 
numerals ... new organ type, finger-grooved 
keys respond with uniform impressions .. . 
completely visible writing line... new mag- 
nified register totals assuring easier read- 


ing and transcribing. 


PRODUCES ALL RECORDS — designed for 
accounts receivable, payrolls, accounts pay- 
able or any other record... ."snap-on” type 
registers easily repositioned for new appli- 
cations .. . quickly adaptable to column 





orrang on any ing form. 
FUNCTIONAL DESIGN — fashioned for 
maximum utility plus streamlined beauty 
of lines . . . all moving parts and mecha- 
nisms énclosed . .. minimum of feature keys 
and levers ... durable unit construction. 


tole} 4.444ui icm Veli.) 
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Instantly available for Surgery 


Saves labor, time and equipment 


@ Scanlan Sutures. now available in 
the new Steriljar, offer aid to every 
hospital’s efforts to reduce expenses 
by improving efficiency. The Steriljar 
eliminates costly hours of handling and 
sterilizing in preparation for surgery. 
It serves as a germicidal container for 
the sutures right in the operating 
room —keeps them always sterile, al- 


ways visible, and always ready for use. 


MW) STERILE TUBES 


are ready for immediate use 
without further sterilizing or 


/ VY // 

I// 

| / handling. This reduces tube 
“VY A breakage, saves nurses’ time. 


OHIO CHEMICAL PRODUCTS 


Heidbrink Anesthesia Apparatus 
Ohio-Ueidbrink Oxygen Therapy 
Apparatus @ Kreiselman Resuscita- 
tors @ Scanlan-Morris Sterilizers 





Ohio Seanlan Surgical Tables 
Operay Surgical Lights @ Seanlan 
Surgical Sutures @ Steril-Brite Fur- 
niture © Recessed Cabinets @ U.S. 
Distributor of Stille Instruments 


OHIO MEDICAL GASES 


Oxygen @ Nitrous Oxid @ Cy- 







clopropane @ Carbon Dioxid 
Ethylene @ Helium and mix- 
tures @ Also Laboratory Gases 
and Ethyl Chloride. Please re- 


turn empty cylinders promptly. 
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In the meticulous processing of Sean- 
lan Sutures, all strands are sterilized 
in glass tubes, filled with sterile 
alcohol, and hermetically sealed under 
conditions which retain the sterility 
of the outside as well as the inside of 
the tubes. These sterile tubes are then 
sealed in a germicidal solution with 
a suture jar and cap which have been 


rendered sterile. 


STERILJAR 


complete with non-metallic cover, 
serves a6 4 permanent suture jar for 
the operating room — saves buying 
and sterilizing ordinary storage jars _— —~ 


DEEP IMMERSION 


H 
lH 
) Sufficient aleohol above the Sterile 
H ‘Tubes assures complete germicidal 
{] coverage until almost all sutures 
H afe removed. No additional ger- 
H 

micide to buy. 
— 





Steriljar cap is sealed on—guaran- 
tees that both sutures and tubes 
are as sterile as when packed. 


Sterility warranted and proved. 








A NEW ADVANCEMENT TO 
CUT HOSPITAL EXPENSES 







SUTURES & TUBES 
PROVED STERILE 





8y 
BACTERIOLOGICAL 
TEST 









Plain 


VISIBILITY 





IN Ya and quick counting 
SLY \ 
i a 


== 


AVAILABILITY . 


All Seanlan sutures, except 
obstetric and goiter, may now be 
ordered in the new Steriljar. 


Immediate shipment from stock. 


Suture tubes are packed 2 dozen or 3 dozen to a jar, depending on size of tube 


THE OHIO CHEMICAL & MFG. CO. 11400 East Washington Ave.. Madison 10. Wisconsin 
Branch offices in principal cities ¢ Represented in Canada by Ohio Chemical Canada Limited 
Montreal and Toronto, and internationally by Airce ( orporation (International), New York 18. 


The MODERN HOSPITAL 


The clear glass of which 
Steriljar is made, keeps tubes 
always visible for inspection 


























ADMINISTRATOR  R.N. seeks appointment 
n 100-bed hospital 8 years operating room 
supervisor; 6 years assistant superintendent 
administrator available 60 days 
3 The Modern Hospital, 919 N. Mich- 
gan Avenue, Chicago 11 





DIRECTOR OF NURSES—Single, protestant ; 
B.S., M.A. in Nursing Education and Admin- 
stration, experience in administration of nurs- 
ng schools and nursing services. MW 33, The 
Modern Hospital, 919 N. Michigan Avenue, 


Chicago 11 


ADMINISTRATOR Lay: male; age 44; B.S 
n business administratior Protestant; mar- 
ried; trained in organization and management 
experienced in building expansion and fund 
recently superintenden® of 125 
approved hospital; personal member American 
Hospital Association available March 15 
highest references. MW 38, The Modern Hos 
pital, 919 N. Michigan Avenue, 





raising 





Chicago l 


INTERSTATE HOSPITAL 
AND PERSONNEL BUREAU 
Miss Elsie Dey, Director 
332 Bulkley Building 
Cleveland, Ohio 


SUPERINTENDENT R.N age 42; 6 years 
director of nurses; 12 years director 50-85 bed 
hospitals western Pennsylvania; Ohio 

ADMINISTRATOR Graduate iniversity of 
Pittsburgh; administrative internship; & years 
150 bed hospital; at present business mar 


ager, large New Jersey hospital 


DIRECTOR OF NURSING—M.A 


medical social work experience 





eastern univ 





sistant dean of nursing 


r of nursing: cultured, tactful 





8 years direct 


yood orgar ng ability 


RECORD LIBRARIAN Wel 





standing organizing ability sity 
naniial 
THE MEDICAL BUREAU 
Burneice Larson, Director 
Palmolive Building 
Chicago 11, Illinois 
ADMINISTRATOR. Graduate nurse; several 
years, director of nurses s years, admin- 
strator, fairly large hospital; member, ACHA 


ADMINISTRATOR ~— Lay raduate of Yale 








years, administrative teaching 
nstitution ; eleven years : , one of 
leading hospitals in the east ictive in affairs 
of the AHA; FACHA 


ADMINISTRATOR Medical: five years, assist- 





nt administ y hospital eight 
years, admir group; teaching 
experience Hospital Administratior FACHA 


ANESTHESIOLOGIST 
Board of Anesthesiology ; seve 


Diplomate, Americar 
ictice of anesthesiology; prefers directorship, 


ul yenrs'’ private 





vital department 
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MEDICAL BUREAU—Continued 


ADMINISTRATOR Preferably assistantship 
or directorship, small hospital; M.S. Hospital 
s administrative intern- 


Administration: yer 
ship and year’s assistantship, teaching hos- 


CHIEF DIETITIAN — Excellently trained; past 
five years, chief dietitian, 200-bed hospital 


seeks yr 





eater opportunity. 


several 


PHARMACIST. B.S degree past 


years, chief pharmacist, 200-bed hospital 


PATHOLOGIST—Diplomate; three years, as 
sistant professor of pathology, since 1943 


patholowist, 200-bed hospital; in thirties 


RADIOLOGIST Diplomate ; past several years 


diologist, group clinie prefers hospital 


directorship; teaching and research cancer ex 


perience 


MEDICAL DIRECTOR Tuberculosis special- 
1 


175-bed sanatorium 


ig schools; since 1940, med 


ist: Degrees, lez 





eal director; 


MEDICAL PLACEMENT AND MAILING 
SERVICE 


Mrs. Stewart Roberts 
768 Juniper Street, North East 
Atlanta, Ga. 


ADMINISTRATOR Positior 


it had two years’ medical 


r that would qualify 


HOSPITAL 
wanted; applic 





school and business training 


for hospital management position 


X-RAY AND LABORATORY TECHNICIAN 
Male; with hospital administrative training 


nts positior 


WOODWARD MEDICAL 
PERSONNEL BUREAU 
(Formerly Aznoe’s) 
Ann Woodward, Director 
185 North Wabash Ave. 
Chicago 1, Illinois 


A.B. Johns Hop- 


RADIOLOGIST Age $ 
completing three year 


kins, M.D. Degree 
residency in roentgenology university hospi- 
ast: available May or June; eligible for 
examinations: seeks appointment with 








roup clinic, hospital or assistantship. Please 
nquire Ann Woodward, Woodward Medical 
Personnel Bureau, 185 North Wabash, Chi- 


ago 


PATHOLOGIST Age 39, English, Protestant 


anatomy two 





ars 





Certified in Pathologic 


assistant professor 





cal college: 4 years 





n p 

I astern hospital: available short 
notice nquire Ann Woodward, Wood 
ward al Personnel Bureau, 185 North 
Wabash, Chicago 
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ANESTHETIST Nurse Anesthetist; to join 
staff of 460 bed hospital; 44-hour week; pen- 
excellent living accommodations 


sion plan: 
Apply, Administrator, The Reading Hospital, 
Reading, Pennsylvania 





midwest; $250-$275 
175-bed general 
medical 





TS Nurse 
maintenance 
directed by 





epartment 





sthetist ; state age and experience MO 37, 
Modern Hospital, 919 N. Michigan Avenue, 
Chicago 11 





Nurse; immediate vacancies 





ANESTHET 
for two qualified persons; department super- 
vised by full time M.D. Diplomate ; 
conditions For detailed information, please 
contact Mr. R. L. Outten, Assistant Director, 
Montefiore Hospital, Pittsburgh, Pennsylvania 


excellent 


DIETITIAN Chief; wanted for 200-bed tu- 
berculosis hospital; attractive salary, plus 
room, board and laundry: send photograph, 
state qualifications and personal details. Apply 
Superintendent, Indiana State Sanatorium, 
Rockville, Indiana 

DIETITIAN Chief ADA member as assistant 
to administrative dietitian in Chicago hospital 
stlary oper state training, experience and 
when a lable; full maintenance if desired 
MO 36, The Modern Hospital, 919 N. Michigan 
Avenue, Chicago 11 


Member of ADA; to have full 


100- bee eneral 


DIETITIAN 

chi of dietary department ; 

salary oper Apply, Superintendent, 
Hospital, Cairo, Ulinois 





hospital 


St. Mery’ 


DIETITIAN Member of ADA to have full 
ri rege of dietary department of 300-bed hos- 
pital; maintenance furnished if desired; salary 
D. W. Hartman, 
Hospital, 


open; splendid opportunity 
Superintendent The Williamsport 
Williamsport, Pennsylvania 
DIETITIAN Member of ADA: to have full 
charge of dietary department of 175-bed pri- 
te mental hospital; maintenance furnished 
lesired; salary open Arthur A. Almon, 
Jr., Business Manager. Butler Hospital, Provi- 
dence, Rhode Island 








DIETITIAN Therapeutic wanted in 8&50- 
bed general hospit affiliated with large 
medical school; write for information. MO 29, 
The Modern Hospital, 919 N. Michigan Ave- 


nue, Chicago 11 





DIRECTOR Nurse Education for 115-bed 
children’s hospital offering affiliation to stu- 
dents of schools in general hospitals; require- 


ments: bachelor’s degree, experience 2-3 years; 


prefer special training in pediatrics; position 
open April, 1949. Apply, Director of Nursing, 
Chiidren’s Hospital, Honolulu, Hawaii 


DIRECTOR OF NURSES Assistant; splendid 
opportunity in 425-bed fully approved general 
hospital in Portland, Maine; Portland is a 
beautiful seacoast city with many lakes near- 
by; two hours from Boston by train; hospital 
has accredited school applicant must have 
degree with several years’ experience 
open Apply, Director of Nurses, Maine Gen- 
eral Hospital, Portland 4, Maine 


salary 
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INSTRUCTOR— Fo trait ' ; MISCELLANEOUS Superintendent of Nurses 
vehiat des; modern 2500-bed psych middle e; several yexrs of expervence ; com 
J in m I t d etent m are 0 hospital Nurse 
- und teaching Anesthetist who may Assist Operating 
¢ S316 ar oom supervisor; liberal 
DIRECTOR OF NURSES. Assista ded f r é mair t sight maint ance Coker's 
supervisor nstructor perating r } inv. ¢ Add s, Direc f ( 
Missouri Baptist Hospital. Apply, N e | New 
hold, R.N., Director of Nurses, St ( ; 
souri NURSE—Graduate for supervisory position in 
200-bed private hospital, treating all types of 
NsTRUCTOR  ¢ : : - mental patients: one hour from New York 
DIRECTRE OF NURSING SERVICE A ff : a ; “ city; salary $215 to $235 according to experi- 
sistant le d < pref : ence, with maintenance available at cost of 
i} . a S N d py ed: sal $35 per month; 5-day, 40-hour, 4 week vaca- | 
N y MoO > ! youe GOe some tion, 10 day sick leave South Oaks, Box 
= . y 467, Amityville, L. I, New York. ’ 
I Mod H t N M Ave Add Dire taal I 
: H Ne 
NURSI 4 shifts: salary $160 with mair 
tenanes lay week. Apply, Long Beach 
DOCTOR M FRUCTOR = Clinic for 465-bed genera Memo Hospit Lone Beach, New York 
practitione t \ mn d ed tio pre n ecredited ? 
nity. Apply. Department of Personnel S« ‘ ‘ ' degree re i y$ 
Presbyte in Be d of Nat M r ‘ ‘ h without n te Ay y, D NUIT duty £16 per month 
Fifth Avenue New York New Yor f Nursing, M V t Hos; full - $205 with one meal while 
! n, O duty S-hour day, 6-day week, rotating 
hifts; two weeks’ paid vacation after one 
EDUCATIONAI DIRECTOR i Apply Superintendent, St. Ann's Hosp 
scha ' ' te hospit rRUCTOR OF NURSES Gros s ul, P.O. Box 229, Juneau, a 
levree and erience hool has st ' ter ® per mont bed ho 
dent ee . lit <l t wee Clinieal pe sor fi 
sce om ; heiies Wihieate M $180. Apply, Superintend NURSES General staff 
of N M H I N ( Hos Med H ‘ «l s r post 
b t 
4 ‘ 
40-1 k ne 
INSTRUCTOI ‘ BRARIAN. I I peries PM ht shif , 
nity: for apt ed sct f 400-1 bed ‘ d tra w 
host mplo t latior Ay D N “ 
I let I I \ rt I He t h t I I> 
Christ Ho al, ¢ Oo i I ( f 


Continued on page 224 


™ CROUPETTE 


HUMIDITY TENT 


An entirely new humidification unit for use in 
treatment of respiratory ailments where high 
relative humidity is indicated. It provides for the 
patient a nearly-invisible, cool nebulized spray 








with minimum c& ndensati yn. 


A practical substitute for special steam or vapor 
rooms and cumbersome mechanical apparatus. 
Children are afforded excellent visibility through : 
the transparent canopy and wear normal clothing 
Nurses work in normal room at- 





and bedding 
mosphere 





standard size crib 
Weighs 11 Ibs 


get out of order or 


to 95 


tank 


with minimum @ Adjustable for use on any 
holds an 18 hr — 


@ Humidity from 85 
on. Water 
y of water 
rated with ox} 


Folds flat for storage 


@ No me 


Tet. Sat 
yzgen, concentrations from hanical parts t 


[ 
OUTSTANDING m 
" AL wu "yh 
e |! I ; } 
) t ( CG € maintained at a tixed 
man MY flow of 4 to 5 liters per min. A special motor 
| 7 { | | I KS celles ei oad , oy se. aeane a Gk the @ Detailed information and names of Authorized 
ompressor is available for operation of the : : : 
Cr out { Air 


oxygen. A nebulizer for Dealers may be tained directly from 


8 ais ivallaDle 


AIR-SHIELDS, Ine. « 


Manufacturers of the ISOLETTE 


create hazards 





Shields, Inc 


HATBORO, PA. 


Infant Incubator 
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Molded Boontonware looks and feels like 
quality institutional ware that you have known 


before. But drop it... there's the big differ- 
ence ... nine times out of ten it will bounce 

. not chip or break. 

There are two important reasons for this 
exceptional durability which has practically 
eliminated breakage costs in leading hotels, 
restaurants, schools and hospitals throughout 
the country. 

MATERIAL 

Boontonware is made of the exciting new 

Melmac* molding compound. 


MOLDING KNOW-HOW 

The material in itself is not the complete 
answer. Expert design, weight and curing are 
vital to the durability of the finished product. 
These are the molder's problems. 

As a custom molder for 27 years, the Boon- 
ton Molding Co. has molded plastics by most 
methods. Quality is a rule with them. Boonton- 
ware is no exception to this rule. Melmac* 
PLUS molding know-how makes Boontonware 
the best buy in heavy duty dinnerware. 

National Distributor 
PARKER D. PERRY INCORPORATED 
729 Boylston Street, Boston 16, Mass. 


ee 


lost ond lasts ond toil 


See Boontonware 
at leading Restaurant, 
Hotel and Hospital 
Supply Houses everywhere 
or write to us direct 
for more information. 
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Hydro-Therapy Tanks by ELKAY feature 
enduring and efficient t r t t 
t Stuinie Sieel in the hospital 


, proves efficient 
and economical for 
surfaces and sinks 
ECONOMY achieved through permanence! In 
Hospitals —ELKAY Stainless Steel provides a life-time 
of trouble-free service. Modern design is complimented 
by enduring satin smooth beauty .. . sanitation 

is assured. And because ELKAY Stainless Steel is 


easy to keep clean you can figure on operating 
economy from minimized clean-up labor. 


i 


manufacturer of 
stainless steel sinks 
More information in Sweet’s—23a/4 


“abinet and table tops like these in Diet kitchens, laboratories and many 
: esley Memorial Hospital suggest the others benefit by ELKAY standard 
broad use of 1 LKAY Stainless Steel. units as well as custom-made sinks. 





ELKAY MANUFACTURING COMPANY 
1898 South 54th Avenue * Chicago 50 
iditional Hospital items 


| 
| 
| Please send catalog covering ad 
| 
| 
| 
| 











* 













































NURSES — Operating room California hos- NURSES Professional if you are maki: 
pital on San Francisco ba fort minute Colo ado :o r future home, write the Director 
from that city; 100 beds five day week of Nurs rervice, St. Luke's Hospital, Der 
salary $225 per month if post graduate 01 ver for personnel policies 
experienced $10 additional for evening and 
NURSES — Registered all floor straight ht hours: additional compensation for on NURSE: Registered: for general duty or 
shifts matrimony has depleted ur staff call: maintenance available Director of Nurs all shifts and in all departments of new moderr 
beginning salary $225 per month; raises at six ny, Alameda Hospital, Alameda, Cal fornia hospital just opening. Address Director of 
month veriods fe tw years: ma ntenance at Nurses, East Tennessee Baptist Hospital 
reasonable rates if desired; additional pay for P Blount Avenue, Knoxville, Tennessee. 
} NURSES Operating room genera! duty 
surgery also for evening and teas shifts cea icy sees piiedl Shales NURSES Re rae RETR LEM LO 
pleasant working conditions nearly new, we d » depend pon experience and munity Hospita \2-bed general hospital at 
cusleged heepitel. Muntsipal Becptel Cme- tikations. Write telephone, ‘Director of hawville, Quebec: 50 miles from Ottawa 
inda, lowa % nie White Cross Hoespit Columbus Apply, Superintendent 
Ohio 
NURSES Staff; for operating :oom and ob 
NURSES Speman hyp x + tetrical dey tment mmediate opening ood 
and full mainter 16 holidays; two weeks NURSES Graduate tal? full or part tior State Capitol with many civie ad 
tos five t mont! Apply time in 390-bed hospital connected with med alae oven hain Miele. of 
Director of Nurses bh Isolatior ical school; positions open in medical, surgical Nersen, Rvanaeticel Hospital, ¢th and Thaver, 
Hospital, Belleville, Nev <a pediatric, gynecologic and obstetric depart Bitemareh. Merth Dakete 
ments and in operating room; constantly ex- 
panding facilities; 44 hours per week; salary NURSES Stat for 465-bed general hospital 
NURSES Graduate fo ew bed er ange $200-$215 per month for nurses who can rotatir shift or permanent 3-11 or 11-7 shifts 
eral hospital in thriving village F otate on day, evening, and night duty; excep- ential’ ys, salary is $200 per month 
Mountains, 8-hour day, six-day week, time tional opportunity for furthering education in o owe whts, $225 per month: incre 
and-one-half for overtime after 40 hours, ro Vanderbilt University Write: Director of se Shik “aaa sddeaaiealiin ahaa 
tuting shifts; average gross cash salary $200 Nursing Service, Vanderbilt University Hos nae tt Seieitek Matieeh ak Wicaiein: 
to $210 month; full maintenance available pital, Nashville, Tennessee Miam! Vailey Hospital, Dayton, Ohio 
for $10.50 week. Apply Superintendent 
Nurses. Marguretville Hospital, Margaretville, NURSES Wanted aaa eee ae 
New York. Phone Margaretville 50 NURSE Staff: « pall mranes registered psychiatric nurses (men and women) 
M n, U.S.A — = . for state hospital assignments, for general duty, 
r bed | salar pert hospital work, tuberculosis and psychiatry; also 
Obstet ( f hospit r t -t nth crea 310 registered psychiatric nurses with college de- 
ancisco bay, forty minutes from t & 1 lexal holidays gree as instructors of affiliating schools of psy- 
five day week: salary $225 per } eation & 10 days sick leave per ye chiatric nursing; good salaries; opportunity for 
month if pest graduate or experienced; $10 fete me service laundry furnished advancement; excellent retirement and insur- 
additional for evening and night hours; main- oon ilat t $10 per month Apply ance plan. Write: Division of Personnel Serv- 
tenance avuilable. Director of Nursing, Ala- Director of Nurses, General Hospital, Pontiac ice Department of Public Welfare, State 
meda Hospital, Alameda, California Michigar Armory, Springfield, linois 


Continued on page 226 


The needle illustrated at left ia Torrington Style Number 721 
23/4", Fine Intestinal, Straight, Taper Point. There are 3 
popular styles and 156 aizes in the Torrington Surgeons Needles 





Order from your hoa; 










supply distributor 


ACCURATE 


WORKMANSHIP 
plus STAINLESS STEEL PROTECTION 
Torrington Surgeons Needles 


More than 80 years” experience in’ precision 
needle manufacture has contributed to the ex- 
traordinary accuracy and uniformity of Torring- 
ton Surgeons Needles. L se of special devel- 
oped = manufacturing — techniques 
plus minute attention to every de- 
tail is vour assurance of complete 
reliability when vou use Torring- 
tons! 


wg AON mgd: = oagaea 
THE TORRINGTON COMPANY 


TORRINGTON, CONN. 
SPECIALISTS IN NEEDLES SINCE 1866 
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( BAUER & BLACK 


Vol. 


TENSOR 


ELASTIC BANDAGE 


























It’s woven with 






TENSOR is available in 2, 21, 
3, 4, and 6-inch widths by 
54 yards stretched 


4 ty © 
eee 
erFc* . 


eee 


Whenever indications suggest the use of pressure- 
dressing therapy, the many advantages of TENSOR 
are worthy of note. 

Not only does TENSOR have greater stretch than 
any rubberless bandage, but it maintains its thera- 
peutic usefulness upon repeated application—even 
frequent laundering has no effect upon its elasticity. 

It stays in place and doesn’t “‘ride’” down when 
applied on moving-joint areas. TENSOR exerts con- 
stant uniform pressure without causing harmful 
or painful constriction and provides greater mo- 
bility and comfort for the patient. 


Specify by name: TENSOR 





There is no better ) 


Elastic Bandage TENSOR 


; 
A product of Pat Of iA, 





Division of The Kendall Company, Chicago 16 
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BANDAGE I 


MODERN 
st ttention - free 


SUCTION 
SERVICE! 


sUMUD 


THERMOTIC DRAINAGE 
UNIT NO. 765 


@ Here is mild, intermittent suction 
in a silent unit you can “set and for- 
get’— ideally suited to post-operative 
cavity drainage over long periods of 
time in these operations: 


INTESTINAL DECOMPRESSION 
PROSTATECTOMY 

SURGICAL TRAUMA 
ILEO-VESICAL FISTULA 
RUPTURED BLADDER 
CYSTOTOMY 

INTRA-PARTUM RUPTURE 
TRANSCOSTAL THORACOTOMY 
DUODENAL FISTULA 
VESICO-VAGINAL FISTJLA 


The 765 can save valuable time — and get 
better results! Ask your dealer, or write: 


GOMCO 
SURGICAL MANUFACTURING CORP. 
824H East Ferry St., Buffalo, N.Y. 


A new catalog has just been printed 
It is yours for the asking. 


GUMUZ ourment 
Fostering Improved “Jechnics 















NURSING ARTS FACI 
gree and experience f 
schoc wit tt 
beautifully 

week, ex ent pe 
nance tior Apr 
Nursir Blod M 
I d Mich r 


OCCUPATIONAI 

registered : t ned 

signment Illinois St 

pital Apply, M 

Roon ¢ North I 
I 


PATHOLOGIST— Wante« 


pital, new ant with exce 





LTY 


VAC 
N.L.N.E 
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Immed I syl 1 | TECHNICIAN ~— Registered laboratory; newly 
i: «¢ He pe yn all rganized University Student Health Center 
} ds ctive 1 ay week: vacation and sick leave plans 
1 mer l attrac ind salary and opportunity for advancement 
n nee f{ ied Administra leas workir conditions; fully equipped 
ANCY D N Hos I lelpt 4, I b write giving complete details ir 
dited eludir lary Student Health Cente 
* University of Lincolr 
‘ SUPERINTENDENT 1 e con ‘ 
om sveencetle ‘is ers TECHNICIAN—Qualified to do laboratory and 
G 1 ed . x-ray work in fully approved 60-bed hospital 
. - oe salary open; relief available for time off duty 
: Secretary " NQ 306, The Modern Hospital, 919 N. Michigar 
; R, . Miramichi Hospital, New Avenue, Chicago 11 
Canad 
Gor on 
H UPERVISOF DD nd 11 head nurse for TECHNOLOGISTS Medical; one 1 
or me beds i bass emistry and one n general ‘ 
Sears ' week: excellent living cond ‘ ght or week-end work. Apply 
; comparable with other hospitals Ayer ( ul Ls ries, Pennsylvania Hos 
West I m G tal pital, Sth & Spruce Streets, Philadelphia 7 
\ & D ‘ B n Pent 
eager UPERVISOR — O ~~ Oo BUSINESS AND MEDICAL REGISTRY 
at Room Supe f bed a hos (Agency) 
« ope n - , : 
a Sn ele Divents Mg neoaaeggge ee Elsie Miller, Director 
! Cottage Hospital, Califorr 533 South Western Avenue 
Los Angeles 5, California 
UPI ol O Assis DIRECTOR OF NURSES For 50-bed commu 
wanted H bed hospital r ty hospit Los Angeles; will soon ir 
: ¥a = ron ‘ beds; nursing service requires 
e —r yster nd coordination; beautiful 
( ome Th nt o1 ty for growth 
N. M e, Ch i de n 








Model 1-A 
kitchens 
tral kitchens of 


For and 
sma 


1200 dis 


diet 
tals. Capacity 
glasses « 

ware 
less metal hood enables 
to slide baskets straigh 








for 
er ho 
hes 
of silver 


r 3000 pieces 
per hour evolving stain 


pera 
through 


2000 


f 


JACKSON DISHWASHERS 


WILL ANSWER YOUR 
DISHWASHING PROBLEM! 


« FASTER, BETTER DISHWASHING 
AT LESS COST TO YOU! 


Jackson Dishwashers cost /ess to buy, /ess to install, less 
to operate and maintain, and require less space. Jackson 
offers you all these money-saving advantages plus high- 
speed, labor-saving operation and unsurpassed rugged 
construction and dependability. Find out for yourself 
why hospitals the nation over have chosen Jackson 
Dishwashers. 


¢ COMPLETE SANITATION 
ASSURED! 


You are sure of thorough sanitation with Jackson Dish- 
washers. (When rinse water is furnished at 180°) 


/ S 
White Today, Dept. MH-G for complete informa 


tion on all models, including optional 
equipment such as electric immersion heaters, thermostat con 
trols, and dish tables made to specification 








Model No. 2 


High-speed, heavy duty machine 
with capacity of 4000 dishes per 
hour. Counter-balanced stainless 
metal hood accommodates cafe- 
teria trays as well as all other 
eating utensils 





THE JACKSON DISHWASHER COMPANY 


3703 EAST 93"° STREET 
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DISHWASHING SPECIALISTS SINCE 1925 


CLEVELAND 5, OHIO 
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he interesting design above 5 | 3 
was made by attaching a 
pencil to a brush beater of a 
Blakeslee Vertical Mixer. It 
illustrates how thoroughly 
all parts of the bowl are cov- 
ered, assuring smoother, 


more even mixing. 










The unique speed-changing mech 
anism shown at left enables you to 
get any (not just 3 or 4) desired 
speed between high and low with 
out shifting gears or stopping the 
motor Assures a perfect speed 
for the mixing of all ingredients 

a just right speed for every 


aa ] 
. ~~~i recipe. The strain on a mixer comes 

‘ Yes 
- from starting and stopping the 
<4 « beater in heavy batches to change 
mixing speeds. This is eliminated 


* in a Blakeslee Mixer, adding many 
years of extra service to these 


streamlined beauties. 


: QUAKESLES 
\4 BUILT & 
Chey wre 










G. S. BLAKESLEE & CO., Main Office: CICERO STA. CHICAGO 50 
NEW YORK, N. Y. TORONTO, ONT. 
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Seamless Drawn Stainless Steel 
Here is the last word in steamer baskets! Drawn from 
one piece of stainless steel, it is a genuinely seamless 
basket, no joints or welds at all. It has rounded cor- 
ners, and maximum strength and wearability, with- 
out excessive weight. Easier to handle, easier to keep 
clean and sanitary. The new Frostex satin finish pro- 
vides a high resistance to food reaction, and a perma- 
nent surface of great smoothness and density. There’s 
no other basket like it—and you'll say the same when 
you use it. An exclusive Steam-Chef product—of out- 
standing Steam-Chef quality. Now is the time to re- 
place your old containers. All you need to do is try 
one or more of these finer baskets—and you will 
want nothing else! 


Send for Folder A 1-D, which gives complete information. 


Steam-Chef Cookers 
are chosen by thou- 
sands of progressive 
food service opera- 
tors, large and small 
— because 
they save time 
and labor, 
prepare _ bet- 
ter food, cut 
down shrinkage and 
waste. Made in sev- 
eral sizes and types, 
to suit your require- 
ments. Operated by 
steam, gas or elec- 
tricity. Our 48-page 
booklet “For Better 
Steaming” tells what 
steaming will do for 
you. Send for it. 


THE CLEVELAND RANGE COMPANY 


3333 LAKESIDE AVENUE CLEVELAND 14, OHIO 


For BETTER Steaming- 








STEAM-CHEF 
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pa © WANT ADVERTISEMENTS Sue 


BUSINESS AND MEDICAL REGISTRY INTERSTATE—Continued 
POSITIONS OPEN —Soanee DIETITIANS—-‘a) Administrative t Thers 








ANESTHETIST Orevon; private eral hos 
BUSINESS AND MEDICAL REGISTRY : f 8s bee rte ee eee ee 
: tilable at onable tes HOUSEKEEPER —(a) 200-bed hospital; New 
—Continued England. (b) 100-bed Ohio hospital 
DIRECTOR OF NURSES Souther fornis 
LABORATORY TECHNICIAN 1 ead staff county hospit 00 be 
er perry seca ner Myers a ee a ent administra bucks ADMINISTRATOR (a) 100-bed private 
ons ' . i fay P pital: mid-west (b) Assistant 225-bed OF 
abil le t 1 hospital ce) 125-bed hospital; New England 
hile 1 er 


BUSINESS MANAGER 500-bed hospital 
NURSE ANESTHETIST _< ‘ —™ eastern metropolis; hotel and personnel mar 
YURSE s FIST California hospital ement experience desired; salary oper 


INTERSTATE HOSPITAL 


be r 
a : : AN NN 
ed anesthetist ! n wide ad PERSO EL BUREAU EDUCATIONAL DIRECTORS $275-$32 
d valuable expe: ier $24 be olid Miss Elsie Dey, Director maintenance } 
y t ye es 332 Bulkley Building 
Cleveland, Ohio INSTRUCTORS Nursing arts; (a) $200-$2 
OPERATING ROOM maintenance (b) Science summer and fa 
ae ‘ i: : SOCIAT AND GUIDANCE DIRECTOR —‘a) ippointments c) Teaching Supervisors 
Ne Philadelph $21 maintenance (b) Medical-S cal; Obstetrical; Pediatrics: Oy; 
Student health direct st; midwest ; oper eratir Room: Orthopedic 
A st Assistant directors of nursing 
IAN ¢ dictit f TECHNICIANS (a) Chief laboratory; Ohi« 
DIETITIAN—¢ we DIRECTOR OF NURSING (a) 165-bed hos : b) X-ray: $200, maintenance; Mich 
ne Bostor t bed hospit war Physiotherapy ; to organize new de 
Gea 150-bed hospita Florida id) I tment mid-west d) Occupational the 
tal; « Pe 4 t 
OF } m 
f inte hospitals; sou mid-wes 
LABORATORY rTECHNICIAN B t SUPERINTENDENT a) 0-bed hospital 
the ( forr hospit t 12 beds DIRECTORS, NURSING SERVICE northe Ohic new addition under construc- 
< ‘ y eq ‘ bed hos} New Y b) 85-bed hospita tier b) 100-bed new hospital; central state 
n n te wort North ( ) bed hospital; Wiscon- ) SS-bed hospt western New York d) 
bed Virginia hospit $32 New England; open May 


Continued on page 230 








poR° MASS 
d 


SUBAQUA THERAPY EQUIPMENT 


_ 


Hydratherapy treatment gives lYe 






















esl th lic 2 : 
belt tnerapeutic Lespande 
P , : ‘olists j ’ 
enmnmennes snes anne mee lle Tanks are increasingly preferred by specialists in phy ua 
Mobile Model HM 200 ical medicine. The remarkable efficiency, safety, comfort 
An Improved Whir'poo! Bath ‘ - im * ° 
and economy of operation “built’’ into Ille equipment 
recommend them unreservedly for hospital use. Write today t 
for descriptive literature and medical reprints! 
OTHER ILLE UNITS: New Improved Paraffin Bath, Mobile Sitz 
Bath, Folding Thermostatic Bed Tent, etc. 
D : New York State # Med.. 48-2044. Sept. 15 4 
mye 
‘Boo; ELECTRIC CORPORATION 
“= 36-08 THIRTY-THIRD STREET iP Sato’ 4 
LONG ISLAND CITY, N. Y. FULL BODY IMMERSION HYDROTHERAPY TANK UNIT—Model HM 801 | 
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WINDOW SHADES 


That Last Longer 


Supertex Shades are made only for institutional IF YOU 


use—Hospitals, Schools, etc. Made of a special 
long stable cotton duck, vat dyed — not paint had to 

dipped. augenion fabric stands “ and abuse clean the 
three or four times longer than ordinary shades. 
They cost a little more—they‘re worth a lot more. surgical and 


hospital ware 





SINGLE OR DOUBLE 


Supertex Shades are sold complete 








with rollers and fittings for top 


ALCONOX would be a must! 


mounting; bottom mounting; center 














mounting (illustrated) to pull up and No matter what you want to clean... blood encrusted 
down. Meet every “shading” need. pipettes, instruments, metal ware, porcelain ware, rubber tub- 

ing, syringes .. . No matter how soiled by blood or tissue 
Most good supply houses can .. . ALCONOX will make them sparkle, film-free, streakless 


. surgically clean. 


IN HARD WATER, SOFT WATER 
Hot or cold, Alconox is equally effective. It actually lifts off 
dirt, grime and grease faster than anything you have ever tried. 


furnish Supertex shades, if yours 
does not, write direct for quota- 





tions — giving window size and 








number. 
ee el SAVES ENERGY, SAVES TIME 
BECKLEY-CARDY co. To completely darken Just wash and rinse. Toweling practically unnecessary. Eco 
1630 Indiana Ave., Chicago 16, Ill. tories. ons. Wilke yous Sennen, teh Nee Danes & GE ae Selon aaa 
needs. ready to go to work on your toughest job. 








Rubber gloves are unnecessary while cleaning with 
ALCONOX because ALCONOX is kind and mild to the 
hands. Quick self-acting penetration gives Nurse additional 
time for other important duties. 


TESTED AND USED 
by many leading hospitals, laboratories, food and industrial 
plants. Test it yourself... on a tough job. 
YOU'LL AGREE WITH THESE USERS 
“The 13 year accumulation of dirt on a centrifuge 


yielded after soaking in Alconox.” 
Hospital Supt. 





“It does a swell job and saves us many hours.” 
Plant Supt. 


“Blood-clogged pipettes were cleaned readily by 
immersing in the solution.” 





> : M.D. 
/b)f 3-Ib. —$1.50—12- 16.2 
YE2LLZ BED PANS ARE AN “Tan 
AID TO PATIENT RECOVERY | | (rics jotoiie siete lara ov reient wont 
By removing fear and discomfort of ted pan use Relax 


Bed Pans actually further the recovery of bedfast patients. 
Doctors and hospitals have proven this time and again. DEALERS 





The angle at which Relax rests under the patient elim- Several territories still open. 
inates any strained position, allows patient to lie flat on Write for details. 


the bed. It is easier to place from front or side without 
ALCONOX, INC. 


lifting patient. 
Manujacturing Chemists 


227 GREENE STREET NEW YORK 12, N.Y. 











ill Jones Hos- 
pital-ware sold 


through whole- 








salera of hoapi- 
tal and surgical 


supplies, 


THE JONES METAL PRODUCTS CO. 


WEST LAFAYETTE, OHIO 





ALCONOX 207: 
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MEDICAL BUREAU—Continued MEDICAL BUREAU—Continued 























ADMINISTRATORS-NURSES ) Small ver DIRECTORS OF NURSES—(a) Large private 
‘ hospital now under onstruction es hospital, 300 students, competent organizer re 
dential town, middle west (ib) Assistant to quired; educational center, city of 400,000 
ay administrator s00-bed hospita iniversity $5000-86001 maintenance (b) General hos 
THE MEDICAL BUREAU graduate preferred. MHS-2 pital: patient census 150; staff, 8@ graduate 
Burneice Larson, Director nurses suburb middle western metropolis 
y a. te ANESTHETISTS a) Two modern hospital, around $5000, maintenance, private apartment 
Palmolive Building Sc as cee a = at oa c) Fairly large hospital; all-graduate staff 
‘ oe “ ; , ter resort to Californis tal 
Chicago 11, Illinois standing specialists; medical center st. (b) ™ . wn, California. (d) Hospital 
‘ . : hd ‘ ‘ F f 450 beds init of university group; ex 
ene hos \ 00 beds: medical anesthesio 
pansion program; east $6000 (e) Voluntary 
ADMINISTRATORS \ t hospit ogist in charge - ir medical reside : s hospital of 400 beds; teaching affiliations ; 20¢ 
pproximately 1) beds x n trainir ust. (c) Instructors in anesthesio 
students iniversity center, south ( -rivate 
teaching affiliation: east b) General hospit “ey twenty students; approved school (d) ‘ ‘ , ag ath f) Priva 
beds; town of 10¢ west: $8000-$ ‘ To become associated, 12-man group; small sanitarium specializing in nervous diseases 
Medi d . modern hospital; $4 me ai th excellent staff iniversity medical center 
1 ’ it. d nai f $4200, maintenance: middle west (x) Assist 
rok ' i t , sta department s 
€ ] ‘ nidd ‘ 2s , , int director: no school; large medical program 
st i s 1 ‘ colle rf : 
r n me 1 a I i g 2 1 hospital, outpatient depart 
. ' t. MH ment, public health service; west. (h) One of 
, : the most important appointments in profes 
met vlivcensanreen om , . DIETITIAN Chios docs sion; nationally known hospital having teach 
3 1 1 i I . . ' — gv affiliations; associate directors in chargé 
y : I W . 4 y of 12 » m ! . i of school ar d nursing service $ 200, mair 
3 a ssociate nutrition consultant de 
nuts nsu ian ae 
ridst of tv i wn Y f health itsice d ws: 
medical ri } $6000 (ec) 
fe » of le EXECUTIVE HOUSEKEEPERS (a) Teach- 
a versity center, east. (d) Dietitian to ng hospital of nearly 500 beds; outstanding 
midd . | i i fuct dietary « tient de woman re (b) Hospital operated by 
mar : shwent F line adie tmont: { y large hospital - roup of outstanding physicians; college town, 
of t . tie Chief nd assistant dietitiar one of the st MH3- 
middle west k) Busir s manag olunt end hospitals in the Chicago area if) De 
host ‘ weds; exst Purchasing agent tment f welfare, middle western city EXECUTIVE SECRETARY (a) State board 
i-bed hospit ' . $4 ‘ P tr ide directir pre nm fr tior of nurse examiners; duties include surveying 
$ t. MH3-1 d tie MH3-4 nd counseling; $4000. MH3-7 
Continued on page 232 
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*& Super SHINE-ALL... * WOOD PRIMER... 





A neutral chemical cleaner—not a soop—does not A penetrating seal that water proofs wood Hoors 
hove to be rinsed ond prevents breaking down of cell structure 

& HIL-TONE... *& Star GYM FINISH... 
A tloor dressing—not o greasy floor of Leaves o Our No | gymnasium finish which 1s serving thou 





sands of schools and public and private concerns 





protective cooting 


%*& Super HIL-BRITE ... *& ONEX-SEAL... 


Highest quality wax—self polishing—selt leveling A morvelous water and weatherproof seal for ter 
made trom No | Carnaubo razzo, tile, morble, slate and cement floors 


* HILLYARD “MAINTAINEERS” 


are a nation wide organization of floor treatment experts 





non brittle 





Advice and recommendations given without obligation 











STEELTONIAN... SEND FOR FREE BOOK HILTONIAN... 


Stee! wool machine for dry-cleaning, wet sealing, wet Send for the free Job Specification book Full of helptul Electric twin brush scrubbing, polishing and waxing ma 
scrubbing, polishing and honing Uses economical ‘roll information on proper floor maintenance and sanitation chine A model for every purpose !6 inch, 19 inch and 
your own’ steel woo! 22 inch 





DISTRIBUTORS FOR 


HILLYARD CHEMICAL CO., ST. JOSEPH 1, MO. 


BRANCHES AND WAREHOUSE STOCKS IN ALL PRINCIPAL CITIES 
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This Superior- Quality 


EASY CHAIR 








Has a Back 
That is 


ADJUSTABLE 
10 3 
POSITIONS ! 





NO. 1012 


| F.O.B. PGH 
An exceptionally well-built chair— made of select 
Its back can be 
means of a sunple, fool-proof ratchet arrangeme 
view, vet easily accessible. Furnished with lor 
loose reversible cushions for seat and back — bh 


g. Overall width 


for hospital service set to three 
a 


factory chowe fabric coverin 


cushion glides: waln naple finish, Tmmedia 






high, available for 


Matching Ottoman, 18 
F.0.B., Pietebursh. Place order nov 











$3425 









ed hardwood, especially 

different: positions, by 
nt that ts hidden from 
ig-lasting, comfortable, 
omespun Grade No. 1 
26°. depth 34 
ate delivery 


later delivery— $12.50 


; metal 


ail 











ENLAUBS 
Better Furniture 
PITTSBURER 1. PA 


ENC! 


350) SUTLER STREET 
f37 anc sto 








spe 





iheations 


Need Dormitory Furniture ? 
Send for Bulletin 452 which gives 
of complete line 
available for prompt delivery. 





— as 























MOP 
lle 
L— Prod 





Mop 
* No Screws 
or Clamps 


* Nothing to 
Wear Out 


% Accommodates 
Any Size Mop 
16 to 36 oz. 


* Self-adjusting 
Spring Tension 
holds mop securely 
See our complete line at 


SANITARY SUPPLY SHOW 
Chicago, May 8-11, Booth 23 


GEERPRES WRINGER, IN 


STICKS 


GEERPRES 


ucers of the 
ping Equipment 


with the amazing 
service record 


Write for 
Catalog 946 


P.O. BOX 688 
e Muskegon, Mich. 
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Shuster Hand 


DESERVES A 


/ Vi (AVE, WOEL, 


and their 
‘th alin inherent 
et in the caliber 
the fabrication— 
on these master 
priced. Discrimin- 
tblades extre 


More and more 
stafts) OPPY 

in Crescent 

of steel empl 


co., INC 
SALES w. Y. 















MEDICAL BUREAU—Continued 


FACULTY APPOINTMENTS 


(a) Educational 


director; 200 students; university medical cen- 
ter; $450( (b) Assistant professor to co- 
ordinate teaching in the m program ir 
nursing educatior university sche $500 

10-month year ‘ec? Instr ictors r tuberculosis 


and psychiatric nursing 


(d) Instructor 





MEDICAL BUREAU—Continued 





RECORD LIBRARIANS (a) Chief; univer- 
sity medical center; should be capable of reor 
ganizing department; $4000 (b) I we gen- 


eral hospital; three assistants; southern Cal 
fornia (c) Chief 500-bed hospital towr 
150,000, near university center; $3000, mainte- 


nance east id) Small hospital located 


of United States depe 


MH 


large city ndency; trop- 


cal climate 











pital; east; $4200 of supple 
mentary staff, particularly nursing aides ees 
1 e " " tal f . . , SOCIAL DIRECTOR Social and dance 
large teaching hospital aculty rank: eas 
director chool o lursing, large ospital 
(fe) Science small school new laboratories, < aes 1 of ‘ . , 
preferably B.S. Degree MH3-11 
eaching equipment; residential town few miles 
from university center middle west (f) In- 
structor -nursing arts; university hospital 
SUPERVISORS a) In medicir pediatrics 
students; possibility of being appointed assist- 
{ ( i perating room, obstetrics, psychiat large 
ant professor (ge) linical instructor ; depart 
eaching hospital 
ment of nursing ed t state nivers , diver 
lasses limited t yrad P rses; fac ee 3 
A } Ed i spital; town of 125,¢ ‘ Ss $36 
unk: s “ dire 2 
tudent taff of ht t t Canad ce) Operating room f Calif lead 
students: sts of eigh nstructors anada 
moe ng hospitals: operations average 250 month! 
no teaching. (d) Night; fa urge hospital 
PHARMACISTS i) General 0-bed hospi- residential town, short distances m Philade 
tal; large city, s h: $ maintenance. (b) phia, Baltimore $3400-$42 P 
Chief mur k host Ne land one of the dir h Is, Chica if 
) Hospital of 2 beds large « outside Supervise of ree active floor of 
ontinental United State MH3-9 rooms: New York City. MH3-12 
Continued on page 234) 
SRB So Deere eC ee owe Ee ea 





CLIENTELE 





T. H. Hureman, V. Pre < ~ 


HOSPITAL 
ADMINISTRATORS! 





Cricaco InDianapotis 


THROUGHOUT THE UNITED STATES AND CANADA | 


Write executive 


Py 


LIMITED TO RECOGNIZED HOSPITALS 


PLUS-SERVICE 


SHEETS 
PILLOW CASES 


) 
Proved | 
outstanding 


ca 
for | 


pEQUOTy 





MEDICAL PERSONNEL EXCHANGE 
‘ Formerly 
Nurses’ Exchange and Placement Service 
Nellie A. Gealt, R.N., Director 
4707 Springfield Avenue 
Philadelphia 43, Penna. 


SUPERINTENDENTS (a) Physician « 
Nu small new hospital; east. (b) Assist 
layman; larve hospital New York state 






ANESTHETISTS ‘a) Small hospital; Dela 
ware o $300, complete maintenance ib) 125 
b Wisconsir $325; three anesthetists em 
pl she he 8 





DIRECTORS OF NURSING—(a) 200 beds 

New Jerse $4506 maintenance ncludes 
mer it beds; New York state 
] ff 

DIETITIANS ») Chief Pennsyl 

vania S206 mainter b) Assis t 


New York; $190; ma 





EDUCATIONAL DIRECTOR General hos; 
t Ur ersity City $4400 
INSTRUCTORS ( Scier - Nurs 
Art 1 bed Pennsylvania; $275 
MEDICAL SOCIAL SERVICE CASE WORKER 
New Er nd; starting $260( 
emg MT ev BeNOR) 


UALITY 


J CONOMY 


EPENDABILITY 





America’s Most Popular Sheets 


More than 144 threads per inch 





PERE 
FINANCIERS 








 NECQUOI 


\LE 


America’s “best-buv” util 
itv pere iles. More than 180 


threads per inch 








OF 
HOSPITAL 
ACCOUNTS | 

| 


RECEIVABLE 





St Lours 
SHEETS AND 


we 
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PEQUOT 
( Sire Kembed 
PERCALE 





PILLOW Cases 


Pequot Mills, General Sales Offices 
New York | © Bostor ’ 


America’s loveliest luxury 
percales. More than 200 
combed threads per inch 


Empire State Bldg 
¢ Chicago * San Francisco ¢ Dallas 


The MODERN HOSPITAL 


Evenflo — Ideal For Premature and Normal Babies | ANOTHER HILL-ROM “FIRST”? 


| 
* America's 


Ven 0 Most Popular 


T ee FEE Nurser 
al Modern Evenflo Nurser is 


commended by doctors and 
nurses for its better nursing 
action which helps babies fin- 
ish their bottles better. They 
like its nipple, bottle, cap all- ln gititg te bod: tie 
in-one which sanitarily seals patient's weight is 
nipple and formula. Write transferred from the 





the new 


































for special prices to hospitals. floor directly onto the 
bed, instead of to a 
_. Dept. M, THE PYRAMID RUBBER CO. footstool or other mov- 


Ravenna, Ohio able object. 


While flat on the back, 
patient releases catch, 
permitting step to fall 
into position for use. 








/ s 
b) *Reg. U.S. Pat. Off. 
4 


Evenflo—Approved by Doctors and Nurses 






oF 





Getting out of bed is 
much easier, simpler— 
and SAFER—with the 


CRACKED ICE CART| “~~ 


ALL STAINLESS STEEL 





150 Ib. Storage- 
Heavy Duty 
Rubber Wheels 
Three Inches 


IMustrating the sturdy 
strength of the Hill-Rom 
Safety Step. Frame- 
work is of high carbon 
angle iron, bolted to 





Insulation the angle iron side rails 
of the Gatch spring. 
* 
Immediate 
Delivery 
* - 
For years hospital officials have realized the need for 
Model XV Ice Cert safer equipment for patients’ use in getting into and out of 
For Storage and Mobility bed. Many accidents occur when a footstool is used for this 


All Stainless Steel 


purpose. Hill-Rom designers have solved this problem by 
devising a step that is an integral part of the bed. The 
Hill-Rom Safety Step is attached to the frame by means of 
hooks, and can be easily transferred from one side of the 


Write for Catalogue 


bed to the other by the nurse. It folds out of the way when 
not in use. The step platform is covered with linoleum, and 


Complete Line of Cracked Ice 
containers and carts. 


GENNETT & SONS, INC. 


RICHMOND INDIANA 


exposed wood parts are finished to match the bed ends. 
The Safety Step is available with all Hill-Rom beds. 
Detailed information on request. 


“We'll see you at the N. E. Hospital Assembly, 
Boston, March 28-30, 1949.” 


THE HILL-ROM COMPANY, INC. 


SBA TPES een &, 'nNnODdoItLANA 
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MEDICAL PLACEMENT AND MAILING 
SERVICE 
Mrs. Stewart Roberts 
768 Juniper Street, North East 
Atlanta, Ga. 


POSITIONS OPEN 


MEDICAL PERSONNEL—Continued 


PHARMACISTS— (a) Chief; New Jers 
x — a ' ANESTHETIST Nurs: bed hospital: Vi 

Assistant; Maryland: $ 

int locatior 

RECORD LIBRARIANS Chief; 100 beds NURSE — HOSPITAL SUPERINTENDENT 
Delaware S21 maintenar t 1 beds Alabama ry oper 
Peanart $2 Sn hospit N 
Je 


SHAY MEDICAL AGENCY 

Blanche L. Shay, Director 

55 East Washington Street 
Chicago 2, Illinois 


RECREATIONAI DIRECTO! Won 
ble f coordir ‘ eatior 
departments ir psychiat nstitut 


psychiatric training not required 


SUPERVISORS a) Outer dept 2 DIRECTOR OF NURSING AND HOME LIFE 
beds Pennsy ur S400 rn ntenance t Chicawe duties nvolve selectior t nit 
onan . bea $ a i ma en f ff w t i 
1 N b 
s i i 
I t i) N 
dant t 
t or 
lential lif nd flo \ 
TECHNICIANS  Lal« I t t yt apped ‘ 
t heer I ee in I ‘ € pretfe liat 
r t ‘ bed I $2 
¢ bed M : 1 d) X Y b 
m t ‘ rnia: $ mainte a 
day we Sicietetene: ws 
male; New Jersey, New York, I FLOOR DUTY NURSE Middle 
$2 rm s hospit ad ° ons 
“ M N I I $2 


Continued on page 236 


| WANT ADVERTISEMENTS | z 


SHAY AGENCY—Continued 


SURGICAL NURSES -Middle west 14 hour 


week genera | hospita 160 beds $275 and 


ANESTHETIST Middle west; 100-bed hosp 


tal; working hours short and pleasant; on call 


te week ends; $325 to start; can live 


MEDICAL ILLUSTRATOR Middle west; hos 


pital well known for its scientific achieve- 
ments ind internationally ecognized as a 
ince I wonderful opportunity for 
t ht womar 


LABORATORY TECHNICIAN 


doctor's office blood chemistry 





MEDICAI RECORD LIBRARIAN Soutl 


ves i bed wene hospital take ful 
t x f dey nt wr f ( ( le 
t lim ound 

DIETITIAN Middle west; doctor's office 

mak I y liabet h liets; fu 
me t b d 1 ons; § 

f j r h d sf 





1 = sturdy, straight sides of WITT Corrugated Cans _pro- 
vide far greater strength and stamina than can be obtained 
with the “tapered” design common among lower-grade cans 
WITT Cans have a smooth, straight, inside surface 
absence of “swedges” and other obstructions 
‘clinging” of refuse, make WITT Cans easier to clean 
The one-piece, lock seamed and electrically welded body 
is rolled into deep corrugations, the strongest known! Then 
the complete WITT Can is hot-dip galvanized —a_ hand 
process whic h gives the Cana rust-proof surtace unequalled 


eliminate 





by anv other method. 


STRAIGHT SIDES Provide Rugged Strength. . . Greater 
Resistance to Rough Handling . . . Longer Wear! 


THE WITT CORNICE COMPANY 
Cincinnati 14, Ohio 
“Originators of the Corrugated Can” 
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HOSPITAL 
TESTED’ 
GLASSWARE 


/ 


( 


/ Sold through 
ethical supply houses only 





A catalog of MERTEX glassware will be 
sent to you upon request. 
Kindly state your supply house name. 


MERCER GLASS WORKS, INC. 
725 Broadway, New York 3, N. Y. 


Surgical « Laboratory « Scientific Apparatus 
General Supplies 








You Can Depend 
.. on RANFAC! 





RANFAC NEEDLES 
ARE ALWAYS 


. honed perfectly 
. » precision made 
. . well balanced 
. rigid 
Manufacturers of precision syringes and needles for over 
fifty years. Available at your local surgical supply dealer. 
For a complete list of RANFAC Products write for our 
catalog today. 


ao 7 a 7 
C Ir wlll = hats luiey \ wy Voitlltte_— 


123 HEATH STREET BOSTON 30 MASS USA 
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tH Multiple - Purpose 


FLOOR-MAINTENANCE MACHINE THAT'S 


“Two Sizes tu One! 


Here is a floor-maintenance ma- 
chine that not only can be used for 
many types of floor care, but also 
affords the further economy ofa 
machine that is two sizes in one. 
This 100 Series Finnell, in one of 
the larger sizes as shown above at 
left, can be reduced to the small 
size unit shown in circle. 


Note the low, trailer-type construc- 
tion of the machine, and how easily 
it goes beneath furnishings. Thus 
it is ideal for use in hospitals, work- 
ing as effectually on floors in indi- 
vidual rooms as on corridor, ward, 
and other large-area floors. In fact, 
the dual size feature and low con- 
struction of the machine adapt it to 
use on many floors otherwise inac- 
cessible to machine care. As easy 
to handle as a household vacuum, 
yet this Finnell is powerful, .. fast 
... thorough. Smooth and noiseless 
in performance. A precision prod- 
uct throughout. Three sizes. 13, 
15, and 18-inch brush diameter. 


The nearby Finnell man is readily avail- 
able for training your maintenance 
operators in the proper use of Finnell 
For consultation, free floor 
or literature, 


equipment. 
survey. demonstration, 
phone or write nearest Finnell branch or 
Finnell System. Inc., 1403 East St.. Elkhart, 
Ind. Branch Offices in all principal cities 
of the United States and Canada, 


FINNELL J 


FINNELL SYSTEM, INC. 


Piomours and Specialists in 


FLOOR-MAINTEMANCE EQUIPMENT AND SUPPLIES 








With Water Tank and 
Vacuum for Rug Scrubbing 








With Dispenser 
for Hot Waxing 


* 


Interchangeable 
Brushes, Pads, 
Sanding Disc 





Fibre Brushes 


ad 


Wire Brushes 





Polishing Pad 


Steel-Wool Pad 


Sanding Disc 





BRANCHES 
IM ALL 

/ PRINCIPAL 
CITIES 
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POSITIONS OPEN 





WOODWARD MEDICAL 
PERSONNEL BUREAU 
(Formerly Aznoe’s) 
Ann Woodward, Director 
185 North Wabash Avenue 
Chicago 1, Illinois 














ANESTHETISTS ,1 bed ¢ t 
tal: $4000 yearly. (b) Fifty-bed hospit 
et s heaste $42 ( 
00-bed approved New Y hospita $4 
d) 100-bed hospitz hwest I 
r $4 ) New, modern T s hos; 
$4 f Iw bed s t b 
$4s 10 hos; 
G Lakes re 24,0 
DIRECTORS OF NURSING bed 
proved California hospital ttractive college 
x Pacif " 4 n € ) 
m ppre I da hospital; $ 
1 bed appr d I t 
ywr m r ci d) 2 bed 
ed host x aff 
orthwes $4 e) 1 bed ed New 
York hospita t $4 ma 


WOODWARD—Continued 


DIETITIANS — (a) 


cafeteria; ea 





Food production dietitian 
st: $3100 yearly 


WOODWARD—Continued 


(a) Large, approved 


RECORD LIBRARIANS 


(b) Chief hospital southern Florida; to $3000. (b) 100 


0 approved Ohi« ospits $3600 yearly 
‘ bed ap pho tio hospital aioe bed approved hospital; Louisiana medical cen- 
(c) 100-bed hospital; eastern mountain resort 
revion: $3600, (d) Approved hospital Florida ter; $3000 maintenance. (c) 400-bed approved 
resort town $3000 fe) 100-bed approved hospital; east coast $3200; forty-hour week 
Texas hospital; $3600 maintenance. (f) 100 (d) 350-bed approved hospital in Philadelphia 
bed tuberculosis hospital yuthern California 

— piel rea: $3000 maintenance. (e) 100-bed approved 














-bed hospital; college town near 


Texas hospital: $3600 















Ch zo; $3000 maintenance 
EXECUTIVE HOUSEKEEPER—Fifty-bed at SUPERVISORS (a) Night 0-bed approved 
proved hospital exclusive Chicago suburb hospital; eastern college towr $3000 mainte- ’ i 
$3000 yearly nane ib) cal $5000 new air con- 
ditioned host Houston. (c) Operating 
INSTRUCTORS-(a) Clinical $3600 mainte om; 100-bed approved hospital, Chicago sub 
nance; 300-bed hospital Chicago area. (b) ee eae AS 
Nu ing rts large eastern university — . = 
pita yearly (c) Seience 1 
ed southwest; $3200 mainte 
PHARMACISTS. (a) Florida medical center; PLACEMENT BUREAUS 
$4800 yearly. (b) 100-bed approved hos; 
4 he , a t pene oe ae os MEDICAL-DENTAL PERSONNEL BUREAU 
hos; il; resider al community 
- $36 maintenar (d) 300-be« OF SPOKANE 
hospit $3600 tenance 


PHYSIOTHERAPISTS (a) 





200-bed approved 


hospital midwest town 
b) ¢ ppled i hospit 
mal sa maintenance ‘ 

de tmeht rn 

$3¢ n ‘ La 

t 1 ( fo : 


Mary Lowry, M.T., Director 
525 Paulsen Bidg 


$3600 yearly Spokane 8, Washington 


southwest 
Many Good Positions in All Medical Specialties 


in the Great Northwest 


yearly Write us for full details 


Continued on page 238 










MAGGI 


Granulated 
BOUILLON CUBES 


The Nest Inc., 1 East 44th St.. Ne 


é Company 
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SRE 


GramucaTed 
®ounconcuses 





asa hot drink... 


as a basis for cooking 


BOUILLON STIMULATES 


CONVALESCENT APPETITES 


Rich in beefy flavor, Maggi's Granulated 
Bouillon Cubes made into a delicious ‘‘broth"’ 
augment the appetite and promote diges- 
tion in debilitated states following illness and 
in various asthenic conditions. 


In addition to serving Maggi's Bouillon at 
luncheon, dinner and between meals, more 
and more institutions use Maggi's Granulated 
Bouillon Cubes in the handy, economical one 
and two pound jars as a cooking basis to 
make soups, meat and vegetable dishes more 
palatable. 


Order from your supplier today 
2 OTHER MAGGI FLAVOR FAVORITES 


*® Maggi's Seasoning 


® Maggi's Gravy Powder, Chef Style 
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BIG NEW DAIRY PRODUCTS 
PLANT EQUIPPED WITH 


Frick Refrigeration 


The M & R Dietetic Laboratories, Inc. will manu- 
facture SIMILAC, the well-known baby formula, 
and TEN-B-LOW, a concentrate for making ice 
cream in the home, in their new plant at Sturgis, 
Michigan. 

A complete Frick refrigerating system serves 
the great plant. Temperatures range from 10 deg. 

below zero to 40 

above. Features of 

the cooling system 
are steam drive for 
_ two of the compres- 
sors, a booster com- 
Frick Unit Cooler in One of the Pressor for low-tem- 


Freezer Storage Rooms perature work, and 
two cold water tanks 


arranged for storing 
wk refrigeration by 

H freezing ice on the 
pipe coils. 






For that special 


cooling problem of 


Cold Water Tanks, “with Pumps 
and Ammonia Control Equipment yours, look to 








Frick 11" by 10" Ammonia Compressors, with Steam 
Engine Drives 
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CUSTOM-BILT BY SOUTHERN 


YOUR SOUTHERN DEALERS 





of a "Custom-bilt by Southern” 
installation is FREE! 


It's a canny lad and shrewd operator who 
looks for the “‘Custom-bilt by Southern” 
NAME PLATE when planning and before 
buying kitchen preparation and food 
serving equipment for his establishment. . . 
and ‘“Custom-bilt by Southern” indicates 
QUALITY! 


For its the NAME PLATE on.the installa- 
tion that costs you nary o cent, and’ the 
most important part at that! Why? Because 
the name plate reflects the finest in ma- 
terials and workmanship. Bringing you the 
ultimate in 


1. Preliminary Analysis and Planning. 

2. Designing, Engineering and Expert 
Fabrication. 

3. Precision Installation. 

- and assurance that it is the factory 


product of the FINEST IN FOOD SERVING 
EQUIPMENT. 














CUSTOM-BILT BY SOUTHERN 


J YOUR SOUTHERN DEALERS fe 


RINCIPAL CITIES—U 
ST. LOUIS 16, MO. 











SOUTHERN EQUIPMENT CO., 5017 SOUTH 38TH ST., ST. LOUIS 16, MO. 
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PLACEMENT BUREAUS MISCELLANEOUS FOR SALE 


BOOKBINDING NURSING AND MEDICINE 
We have in stock every nursing or medica! 


BROWN'S MEDICAL BUREAU (Agency! 


7 East 42nd Street Have your hospital journals and magazines 

New York City 17 Bound inte permancat tecke tats: anda book published. Lowest prices with unexcelled 
If you are seeking a position or personnel manship at reasonable prices Inquiries in service. Write Chicago Medical Book Company, 
please write. Gladys Brown, Owner-Director vited. NORRIS BOOKBINDING COMPANY Congress and Honore Streets, Chicago 12 


We Do Not Charge a Registration Fee GREENWOOD, MISSISSIPPI Illinois 


ZINSER PERSONNEL SERVICE 


et arp ea tee FUND RAISING DIRECTOR FIRE ESCAPES 
Suite 1004 79 West Monroe Street Free Lance Fund Raising Director—Availabl . 
pa Spiral or Tubular Slide Type for use in remov- 
2.1 = after present campaign ends June 1 Also 
ing bed-ridden patients on mattresses. More P 
We er d openings for Directors of Public Relations advisor in setting up Hospital 
on Sdeunaiedins Supervisors Dietitians P. R. Departments Write Box MW 37. The than 8000 in use. Catalog on request. 
Medical Technicians, Record Librarians and Modern Hospital, 919 N. Michigan Avenue POTTER MANUFACTURING CORP 
Staff Nurses. If yo e looking for a positior Chicago 11 6116 N. California Avenue, Chicago 45, Illinois 
use W 
L. A. MEDICAL BUREAU (Avency) MEDICAL AUDITS New and used hospital equipment bought and 
756 So. Broadway, Los Anyeles 14. Calif sold. Large stock on hand for the physician, 
: : ; HENRY G. FARISH, B.B.A., M.H.A., M.D 
Telephone Trinity ols hospital and laboratory. Write for what you 
‘ Southampton, New York 
Harry F. McCatlerty, Owns 
want or have for sale 
We invite inquiries from Employers desiring Formerly Representative, Hospital Standard- 
Personnel and from Applicants seeking posi ization Department, American College of Sur- HARRY D. WELLS 
tions in the Southern California Area geons. 400 East 59th Street. New York City 


Continued on page 240) 
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ON EVERYDAY 











MAINTENANCE 








FOR ALL FLOORS... 

















You will be if you install a 
Fairbanks-Morse generating 





set! These standby power Whether wood, marble, terrazzo, linoleum, 
supply units have been rubber tile, asphalt, concrete or composi- 
proved in performance on tion floors—you can “y ' floors looking right 
thousands of farms, in ... with less labor and lower cost... using 
hotels, theaters, hospitals, an American DeLuxe Machine! Use it to 
institutions, police and fire departments and many other scrub, scour, steel wool, polish, buff or 
installations. disc sand. Maintains full power and 
Models are available in A.C., D.C., and A.C.-D.C.— brush speed on any floor. Satety-Grip 
with manual, remote or automatic controls—in capacities Switch on handle... plus more new 
from 350 to 35,000 watts. Get the facts about Fairbanks- features. Three sizes—13, 15 and 
Morse generating sets from your local dealer, or mail the 17 inch. Send for catalog and 
coupon today! prices. The American Floor 
i em a a Surtacing Machine Co., 
r : | $46 So. St. Clair St., 
| Fairbanks, Morse & Co., mists | Toledo 3, Ohio. 
| 600 S. Michigan Avenue, Chicago 5, Illinois | 
| Gentlemen: Please send complete information about gen- | 
| erating sets for standby service. $9.3 
| 
§ Firm Name. 2... ccc ccc ccsccccceccccsccvesccccces RA E R | C A Be 
; eee rr ree ee neni necenes a | 
rc ag a rae EOE , j FLOOR MAINTENANCE MACHINES 
eee a 
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My oo - 

ill Your Cleaning Equipment 
. 

Specia ists IN THE DESIGN do this 7 
AND INSTALLATION OF CONDUC 
TIVE STATIC PROOF FLOORINGS FOR 
EXISTING HOSPITAL OPERATING 
ROOMS. IF YOU HAVE IN YOUR 
YUESTION AS TO THE 
AFETY OF YOUR OPERATING ROOM 
WE BELIEVE OUR RE 
SEARCH DIRECTOR DR. A.G. ASAFF 
AT OUR BOSTON OFFICE. CAN BE 

F ASSISTANCE TO YOU 


’ 


MIND ANY 


FLOORING 





FEDERAL FLOORING 
CORPORATION 


82 West Dedham St. Boston 18, Mass. 
Commonwealth 6-4100 


441 Lexington Ave. New York 17, N.Y. 
MU rray Hill 7-8270 


Speed floor cleaning with 12-inch and 
18-inch nozzles? 


Write for specifications on this aud this : 
modern cleaning equipment, 
as developed by GENERAI 
ELECTRIC engineers. Costs you 
nothing; may lead to impor- 
tant savings 

oe 2 
Many hospitals, General Elec- 
tric engineers believe, can save 
money by adopting modern 
cleaning methods for such jobs 
as these: 
wet as well as dry pick-ups 
cleaning larger floor areas 


A COMPLETE (12 Sand Tim ese 
lusting polished surface 

HOSPITAL dusting polished surface 
EQUIPMENT LIST 











Cleon high-up, hard-to-reach areas ? 


cleaning upholstery, draper- 
ies and hard-to-reach areas 
removing coarse litter, gravel, 


puts into operators’ hands is a 
revelation. You simply cannot 
® afford not to know about it. 
paper, etc. : ;: 

: : Send coupon for specification 
GENERAL ELECTRIC engineers sheets of how “the right ma- 
have developed heavy-duty chine will do it better than 
equipment which can _ help ever.” 


One of the most difficult problems in planning 


the hospital is the selection of practical equip- 


ment, in the necessary quantities, to do a satis- 


solve the problems of cleaning 
hospitals. The saving, speed, 
and thoroughness of the new 
GENERAL ELECTRIC equipment 





Learn all about 
this G-E equipment 


SEND TODAY! Zan\ | 
i 


will surprise you. The enor- 
mously multiplied capacity it 


Commercial Cleaners 


GENERAL ELECTRIC 


for hospitals 





factory and efficient job. It is just as important 
not to over-equip as it is vital that the proper 


equipment should be available when needed 


We are prepared to offer suggested lists of 


equipment for hospitals of all sizes This is 
@e@oeaeee@eeeee® 








equipment that has successfully met the test of | GENERAL ELECTRIC CO., Dept. 22-513 I 
years of us This service is vours without 1 1285 Boston Ave., Bridgeport 2, Conn. I 
obligation or cost on your part 1 oO I ri cleaning problem is ; 

I 
ay ; t i 
VW rite for Details { Without obligation, please send the story of your new equ pment 1 
§ NAME 

I 

HOSPITAI 

PHYSICIANS AND HOSPITALS SUPPLY CO., Inc. hee ! 
MINNEAPOLIS MINNESOTA p ADDRES I 
f ocity STATI : 
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JERTISEMENTS & 


SCHOOLS—SPECIAL SCHOOLS—SPECIAL SCHOOLS—SPECIAL 
INSTRUCTION INSTRUCTION INSTRUCTION 


: ae a = es The MARGARET HAGUE MATERNITY 
The PROVIDENCE LYING-IN HOSPITAL HOSPITAL. The largest hospital in the coun- 
THERAPY, Inc offers to qualified graduate nurses a four try offers the following to registered, profes- 
months supplementary clinical course in Ob- 








JUNIOR COLLEGE OF PHYSICAL 


sional nurses of accredited schools 
. r P Four Months’ Course 
Thirty-first Year—1949-1950 stetrics. Full maintenance and a stipend of 



























































$60 a month is provided. For full information, Reslicth wan ebeeiiie  Sinteeeen eunubiens 
. _ i apply to the Director of Nurses, Providence classes, techniques, laboratory science, nutri- 
Physicians’ Course—Short intensive course for > 
Lying-in Hospital, Providence 8, Rhode Island tion, mothers’ health and socio-economic as- 
graduates in Medicine arranged at any time a Supervised experience is given in ante- . 
partal, intrapartal, postpartal and newborn l 
infant care with a minimum of twenty-five 
Junior College of Physical Therapy—-Two-year SCHOOL FOR LABORATORY TECHN! hours of clinical instruction Students may 
. CIANS—Duration of course, 1 year. Tuition, elect one month’s experience in premature nur- 
course for high school graduates, leading t $100 it th 4 Medical sery, formula room, isolation, antepartal or 
00.00; approved by e American Medica shih nial Gall coped ‘ 
degree of Associate in Science. Graduates in Association. For further information, write { 
) oratorie pital Six Months’ ¢ rse 
nursing or physical education and two-year the Director of Laboratories, Barnes Hospita ere % 7 is 
600 S. Kingshighway, St. Louis, Mo 25 rt me GHOve peas a S wwe mene 
. » is offered to students o demon- 
college students admitted to senior year — red t uden who have demon 
strated potentialities for head nurse responsi- 
bilities. It ineludes instruction in principles 
Medical Secretary--One-year course for high- and methods used in clinical teaching program 
HERRICK MEMORIAL HOSPITAL offers the and ward management. Students plan and con- 
school graduates. X-ray and Laboratory following programs in the Herric School of duct their program of clinical instruction with 
. bs ant ted ste pial te be peeiiiediel the head nurse and serve as assistants. They 
Combined with physical therapy or sepa- Hospital s: 12-m« 1 course esthe dis Ghcaahel aad enmarelank tas a. ted 
wy for nurses: 12-month course for Medica if the course 
rately 
Record Librarians; 24-month course for x-ray 
technicians 12-month course fo practica Classes admitted every other month begin- 
. ‘ GI omer Pe ning February. Maintenance and stipend of 
For catalog and terms of tuition address septs Henn ° por th a5 $75.00 per month granted. Write for catalogue 
pending. For furthe nformation, apply to Addr R A. Coyle, R.N.. Dire f 
x . ) ‘ 262 ‘ Address ose Coyle, t.N., irector o 
John C. Allen, M.D., President, Bradley the Director, Herrick School of Hospital Arte Nurses, 88 Clifton Place. Jersey City 4, New 
St, New Haven 10. Conn 2001 Dwight Way, Berkeley, California Jersey 
ORE 
{ a) 
eaner vwasnrooms ‘CES eeecees 
. e 7 
: ° The New-Type Dressing ° 
Exclusive SPERZEL DESIGN Gives : ° 
- For BURNS, ABRASIONS .- 
¢ MAXIMUM SANITATION ; r ’ : 
e > 
° MINIMUM MAINTENANCE - and SURFACE WOUNDS : 
e . 
oases naan aan ° STERILIZED> TRANSPARENT . 
° 
a * NON-ABSORBING-NON-ADHERING  ° 
+ +2 7 
requires less cleaning . VISIBAND is a transparent, non-adhering dressing tor use in the e 
: - 7 e treatment of burns and abrasions, and used for skin eratts or any . 
time to maintain top ‘ surface wound. WISIBAND consists of two strips of specially pre 
° pared, sterilized cellophane tim. One strip sed as the base for e o 
sanitary standards. LP-20 . medication, 1s pertorated ; the other is plain. The ease and ° , 
Available in e simplicity of application 1s tllustrated.....Simple bandages hold e 
@SELF-RAISING .. . Black or White er ° 
: ich e VISIBAND is non-adhering the effective period of medi- e 
seat remains uprig t ~ is removed without pain cation, which melts with . 
when not in use, al- . or discomfort — heat and flows through ° f 
VISIBAND is transparent the small holes in the perfo- e 
woys clean, dry and . permits inspection of wound rated strip e 
sanitary. e without removal of dressing VISIBAND is quicker to ap- e 
e VISIBAND provides germ-re- ply requires less fre- 
sistant housing over any de- quent changes than other ® 
@sSOLID aa sired area. dressings e 
e In sterilized individually 
strong za VISIBAND is economical sealed envelopes. $2.25 per ° 
. VISIBAND serves to prolong box of 1 dozen. - 
Plastic covered’ h ° e 
is moisture proof, ° . 
dirt free. ; ; 4 ° 
fre . 7 ¥ e . 
° * 
THE SPERZEL comPANY He ° 
° . 
All Sperzel Seats fit Standard Bowls e .-. ae. © 3 apply unper- i 
plied to Perforated jured area med forated Fisthand 
123 14th AVENUE S. - MINNEAPOLIS, MINN = Visuband cated side UP ation ° 
~ 
- SOLE DISTRIBUTORS 5 r ¥ grolees ie. 
ee a for catalog for sustaining hinge, and com : : re 
v etails on model LP-20 1 ; ' a e 
plete line of ¢ i ad 
tnuacail en made! 1F20 plete line ot conventions | > THE QUICAP COMPANY, INC. : 
+ +Dept. H-53, 233 Broadway, New York 7+- 
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WATER TEMPERATURE 
is to be CONTROLLED in HOSPITALS 


there is a 


LEONARD 


REG. U S. PAT. OFF. 
THERMOSTATIC 


WATER MIXING 
VALVE 





ANY HOSPITAL CAN OFFER 


Whirlpool “/herapy 


Any hospital can now offer complete 
body whirlpool therapy with the 


Sohvocioe 


wHietPoot carriace Compact, safe, 
easily operated, and portable. Extremely low in 
cost and it operates for only 7 cents an hour. Ac- 
cepted by the A.M.A. Council on Physical Medicine 
and approved by Underwriters’ Laboratories. 





to do the job 


Available in 62 Types and Sizes 


WRITE FOR CATALOG G See the Schroeter WHIRLPOOL CARRIAGE at your 


surgical dealer's. 


SES | WHIRLPOOL CARRIAGE, INC. 


ELMWOOD STATION - PROVIDENCE 7, R. I. 


142 Joralemon Street Brooklyn 2, N. Y. 














Cleave your RUGS ano FLOORS 


this Easy, Quiet, Inexpensive Way .. . 


% You will see an amazing difference in floors 
scrubbed, waxed and polished with a Lincoln 
floor machine. Lincolns perform quietly and 
smoothly . . . never disturb your orderly routine. 
Results speak instantly of good management. 


The Lincoln 


RUG SCRUBBER 

















The Lincoln 


o,/ P * 
Today it's Latex Foam Rubber! path Imagine — Lincoln Rug Lincoln 
for Comfort and Cleanliness . . . “ and Carpet Cleaning Single 
: . and machines thoroughly Disc 
For mattresses, cushions, operating table pads, ambulance mat- POLISHER shampoo your rugs and 
tresses and similar hospital requirements there's nothing to com- erga ga wy FLOOR 
pare with PerfeKtum Latex Foam Rubber (Airfoam*). lustrous, tree color oohes — 
Latex foam rubber does not become flat, hard, saggy or lumpy. and original texture. RUG 
It's dustless, non-toxic and inhibitive to bacterial growths. It repels SCRUBBER 


germs, moths and vermin and is easily washed with soap and 
water, and sterilized by sponging and spraying. 


FREE DEMONSTRATION on your own 
floors. Write for a cost-free demonstration of 
Learn more about how this amazing long-wearing material Lincoln Floor and Rug Scrubbers. No obligation. 
can cut your costs and provide greater comfort for your patients. More Than 50 Models 7 

Write today for our newest leaflet which describes in detail the to Choose From Representatives in All Principal Cities 


many advantages of PerfeKtum Latex Foam Rubber (Airfoam*) cere : 

mattresses, cushions and hospital specialties = (g V4 s , S. , 
oe FLOOR MACHINERY COMPANY 

PerfeKtum Products Co. : 


1256 WEST VAN BUREN ST CHICAGO 7, tLLINOIS 
300 FOURTH AVE. &stablished 1922 NEW YORK 10 World's manufacturer of the most complete line of floor maintenance equipment. 
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with the Cotton Balls 
you are now using— 






do they have long fibres? 
The extra long fibres of J &J Cotton 





Balls assure greater firmness, 


compactness . . . high absorbency. 


do they have few nibs? 
J &J Cotton Balls are particularly 
free of nibs...more uniform a 


in texture .:.do not shed fibres. 


do they hold their shape? 
J &J Cotton Balls retain their shape 


even after handling. 


do they retain whiteness after 
sterilization? 


J &J Cotton Balls remain pure white 


after sterilization. 


For better cotton balls, 


standardize on— 


OTTON BALLS 


ACTUAL SIZES 








on 


a: 


What’s New for Hospitals 








MARCH 1949 


Edited by BESSIE COVERT 





“Slyde-Out” Washer 





Che “Slyde-Out” feature of Troy Elec 
tromatic and Troy Electromanual wash 
ers 1s designed to facilitate unloading by 
eliminating the necessity of stooping and 
lifting. It simplifies the removal of laun 
dry from the washer while washing 
clothes cleaner. With the “Slyde-Out” 
feature the load not only receives the 
drop and tumble action of an open 
pocket washer, but is subjected to a 
washboard action as the clothes slide 
down the ribbed partition as well as a 
squeezing action on the upward rotation 
of the cylinder when the load is pressed 
against the perforated partition. 

“Slyde-Out” washers are avaliable in 
three sizes: 42 by 84 inches, 42 by 54 
inches and 42 by 36 inches which makes 
them suitable for small as well as large 
hospitals. Troy Laundry Machinery Div., 
American Machine & Metals, Inc., Dept. 
MH, East Moline, Il. (Key No. 481) 


Sterile Suture Pack 


Gentian Violet has been added to the 
sterilizing fluid in which Ethicon suture 
tubes are immersed to facilitate the de 
tection of cracked or broken tubes. Ad 
dition of 0.001 per cent of Gentian Vio 
let to the sterilizing fluid causes a pur 
plish discoloration on the inside of any 
tube that is damaged, thus immediately 
indicating the condition. Ethicon Suture 
Laboratories, Dept. MH, New Bruns- 
wick, N. J. (Key No. 482) 


Improved Round Sponges 


Curity Rondu Sponges, the _ ball 
shaped, general purpose machine made 
sponges, are now being made by a new 
process Ends of the tine-mesh gauze 
covering the cotton ball are tucked in 
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side the sponge by a mechanical process 
and held securely, virtually eliminating 
the possibility of loose threads at the 
point of closure. The new Rondic 
Sponges are available in small, medium, 
large and extra large sizes and are 
packed 1000 sponges to a box, 4 boxes 
to a case. Bauer & Black, Dept. MH, 
2500 S. Dearborn St., Chicago 16. (Key 
No. 483) 


Entrance Doors 


The new Fenestra stock, hollow-metal 
entrance doors with large glass light are 
furnished in one standardized size, 3 
feet by 7 feet, for use in single or dou 
ble openings, and are supplied with a 
standard cylinder lock. The doors may 
be hinged right or left to swing in or 
out and come complete with frames 








and hardware machined, fitted and ready 
to assemble. Attractive bronze push 
and pull bars and bronze _ ball-bearing 
hinges are available if desired. The 
coors are designed for entrance, exit, 
service door and other locations. De- 
troit Steel Products Co., Dept. MH, 
2250 E. Grand Blvd., Detroit 11, Mich. 
(Key No. 484) 


Dish Drying Machine 


The new Colt C-300 dish drying ma 
chine has been designed primarily for 
use with the Colt Autosan C-22 or C-3 
dishwashing machines. The dishes are 
carried through the drier on an inclined 
belt, to which they are transferred from 
the washer, and are dried by the appli 
cation from above and below the dishes 
of compressed air. The bulk of the water 
is thus removed, and remaining moisture 
film evaporates as a result of residual 
heat of the dish and moving air within 
the drier. 

The new unit is constructed of stain 
less steel and there is a door in both 
front and back of the enclosure for easy 
cleaning. Colt’s Mfg. Co., Dept. MH, 
Hartford 15, Conn. (Key No. 485) 


O sy] Disinfectant 


©-syl is a new disinfectant which 1s 
described as a non-irritating, non-caus 
lic, non-specihe germicide that success 
fully and promptly attacks the many 
pathogenic bacteria and fungi whose 
elimination ts the object of disinfection 
and antisepsis. It is designed for dis 
infecting floors, walls, furniture, bed 
ding, surgical instruments and rubber 
goods, dishes and utensils; for preparing 
obstetrical patients; as an antiseptic hand 
rinse which does not burn or irritate, 
and for other disinfectant and germi 
cidal requirements. It is economical to 
use since it is effective for general use 
when diluted 100 times. O-syl is nearly 
odorless, leaving no disagreeable odor 
after disinfection. Lehn and Fink Prod- 
ucts Corp., Dept. MH, 445 Park Ave., 
New York 22. (Key No. 486) 


Aero-Kromayer Wall Type Lamp 


The new Aero-Kromayer Wall Type 
Lamp for orificial application is compact 
in makeup and efficient in operation. 
Since it is readily attached to the wall, 
floor space is saved. A novel reel ar 
rangement within the control eliminates 
the touling of cords. 

The newly designed model has higher 
intensity, produces more — ultraviolet 
through the applicators, has a self-light 
ing burner which operates in any posi 
tion and is streamlined and _ attractive 
in appearance. The applicator rests in 





a holder at the bottom of the unit. 
Hanovia Chemical & Mfg. Co., Dept. 
MH, Newark 5, N. J. (Key No. 487) 
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Electric Typewriter 





The new Remington Electric De Luxe 
typewriter has been designed to permit 
maximum typing efficiency and output 
All controls are centered on one panel 
which faces the operator and is imme 
diately at her fingertips. The constant 
speed electric motor ensures uniformity 
of speed and type impression regard 
less of power drains. The scientifically 
engineered keyboard has “fingertip” 
keys which have been designed to con 
form to the operator's fingers. This fea 
ture is said to produce maximum speed 
and reduce operator fatigue. 

While both pica and elite typefaces 
are available on the new electric ma- 
chine, a new typeface, known as Rem 
ington Rand Type, has been especially 
developed for the machine. It is de 
signed to enable faster reading and 
clearer copies. The machine is made to 
fit all standard typewriter desks and 
is described as an all-purpose typewriter. 
Remington Rand Inc., Typewriter Div., 
Dept. MH, 315 Fourth Ave., New York 
10. (Key No. 488) 


Improved Cotton Suture 


Gudebrod’s Hand-Craft Cotton Suture 
is a new, improved and stronger cotton 
suture. U.S.P. graded 5-0 to 2, the new 
suture is remarkably uniform in strength 
and size and tests show the breakage 
points to be considerably stronger than 
cotton sewing threads. The new Hand 
Craft Cotton suture is identified by its 
light blue color which has been ap 
proved by the Food and Drug Admin- 
istration and is non-toxic to tissue. 
Gudebrod Bros. Silk Co., Inc., Dept. 
MH, 225 W. 34th St., New York 1. 
(Key No. 489) 


Paint Brushes 


Two new lines of paint brushes an 
nounced by Devoe & Raynolds will be of 
interest to the administrator and the 
maintenance chief. The result of re 
search and experimentation, the new 
brushes were developed to conform to 
specifications obtained trom hundreds 
of actual users. Lighter-weight construc 
tion, functionally shaped handles and 
non marking bristles are some of the 
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improvements offered in the Black Prince 
and Forty-Niner lines. The former is a 
featherweight wall brush in sizes 3 
and 4 inch and the latter is a wall brush 
and flat varnish brush available in seven 
sizes ranging from | to 3 inches. Devoe 
& Raynolds Co., Inc., Superkleen Brush 
Div., Dept. MH, 44th St. & Ist Ave., 
New York 17. (Key No. 490) 


Croupette Croup Tent 


The Croupette is a new humidification 
unit for use in the treatment of respira 
tory ailments where high humidity or 
oxygen concentrations are indicated. A 
nearly invisible, cool nebulized spray is 
provided which is almost completely 
evaporated within the canopy without 
heavy condensation of water particles on 
walls, clothing and bedding. 

The Croupette can be folded flat for 
storage and is adjustable for use on any 
standard sized crib or bed. The trans 
parent canopy provides complete vis 
bility of the patient and gives the pa 
tient added comfort. There are no me 
chanical parts to get out of order and 
the unit permits humidity from 93 to 
99 per cent with minimum condensa 





tion or oxygen concentrations trom 30 
to 50 per cent at a fixed flow of 4 liters 
per minute. Both humidity and oxygen 
can be provided and the unit can also 
be operated wah compressed air or oxy 
gen-helium mixtures. Air-Shields, Inc., 


Dept. MH, Hatboro, Pa. (Key No. 491) 


Steri-Seal Nursing Unit 


The Steri-Seal nursing unit consists of 
a bottle, nipple and plastic cap. When 
feedings are prepared, the nipple 1s 
placed on the bottle in the upright posi 
tion ready for use and a plastic cover is 
placed over it during storage. When the 
feeding is to be used, the plastic cover is 
removed and the nipple, which is retract 
able and has folded down beneath the 
cap, pops up ready for use without fur 
ther handling. 

The nipple features the Con-trol-Flo, 
consisting of three vent slots which can 
be adjusted to slow, medium or fast by 
simply turning the nipple to select the 
flow wanted. Steri-Seal, Dept. MH, 333 
E. Long St., Columbus 15, Ohio. (Key 
No. 492) 


Alcohol Container 


A new convenient container for U.S.1 
Fthvl Alcohol, U.S.P. has been devel 
oped for users of small packages. The 
new glass bottle contains 1.21 wine gal 
lons or 2.3 proot gallons of U.S.I. Ethyl 
Alcohol, 190 proof, fully conforming 
with the U.S.P. XIII specifications for 
pure ethyl alcohol. The specially de 
signed outer package 1s made tamper 
proot for the users protection.  & 
Industrial Chemicals, Inc., Dept. MH, 
60 E. 42nd St.. New York 17. (Key 


No, 493) 


Leader Luminaire 


The new Leader luminaire SM-440 
provides 40 per cent indirect light dif 
fusion and 60 per cent direct. It is de 
signed to provide equalized and gentle 
brilliance diffused over great areas in all 
directions. 

The all metal fixture provides shield 
ng with metal louvers which swing 
lown or can be entirely removed. Alzac 
reflectors and louvers are available if de 
sired. The unit ts constructed of 20 
gauge steel, finished in high gloss white 
haked-on enamel. Where desired, the 
new unit is available with a built-in ger 
micidal lamp which is not visible when 
the fixture is hung at standard lighting 
levels. Leader Electric Co., Dept. MH, 
3500 N. Kedzie Ave., Chicago 18. (Key 
No. 494) 


Floor Machine 


[he new model C-18 floor machine 
recently announced by The Kent Com 
pany has a brush spread of 18!) inches 
and is equipped with a *4 h.p. motor 
The offset motor design counter-balances 
the handle, thus evenly distributing the 
weight of the machine and facilitating 
ts operation, All moving parts are 
mounted on ball or Timken Roller bear 


ings, the motor is dustproof and water 
proof and the two gears run in a con 
tinuous bath of grease. The adjustable 
handle is equipped with a safety switch 
which can be operated by either or both 





hands, In addition, the C-18 has all ot 
the tine features of earlier Kent models. 
The Kent Company, Inc., Dept. MH, 
Rome, N. Y. (Key No. 495) 


The MODERN HOSPITAL 


information and prices—or use Readers’ Service blank on page 248 





Elastic Bandage 


The new Super-Ward rubber re- 
enforced elastic bandage is a_ service 
weight product designed to meet the 
routine needs of hospitals and clinics. 
Reenforced with rubber threads, the 
bandage ensures constant support and is 
described as desirable for pressure dress- 
ings or when applied to a knee, ankle 
or other part of the body where mo- 
tion of the patient might cause a band 
age to slip. 

The Super-Ward bandage is unaf- 
fected by perspiration, oils, grease, ster- 
ilization or washing. It is boxed espe 
cially for hospital use, one dozen to a 
package, two B-D clips attached to each 
bandage. This neutral color bandage 
is available in 2, 244, 3 and 4 inch 
widths and is economically priced. Bec- 
ton, Dickinson & Co., Dept. MH, Ruth- 
erford, N. J. (Key No. 496) 


Insect-Killing Paint 


Smartbrite is the name of a quality oil 
base paint incorporating DDT to make 
it effective in eliminating flies, spiders 
and other insects from areas covered 
with the product. Preliminary research 
showed surfaces painted with Smart 
brite remaining insect free after 24 
months. The same surfaces are harmless 
to humans or animals. Smartbrite covers 
up to 450 square feet to the gallon and 
has excellent wearing qualities. It is 
available in white and six colors and is 
designed for use on interior surfaces. 
Yates & Smart Paint Co., Dept. MH, 
450 Fifth St., San Francisco 18, Calif. 
(Key No. 497) 


Dishwashing Machine 


The new Model 40-H Champion dish- 
washing machine is a double tank ma 
chine, 72 by 281% inches in size with 
a capacity of 7200 dishes per hour. It 
operates automatically with racks pro 
gressed through the machine by means 
of a stainless steel pawl bar with brass 





lugs engaging each rack. The mechan 


ism for operating this reciprocating pawl 
bar is actuated by a power take-off from 
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the pump shaft. A spring-loaded slip 
clutch, sealed in oil, which is easily 
adjustable, protects the machine from 
overload damage. This type of auto 
matic dishwasher is also available in 
a single tank machine and in two sizes 
larger than the Model 40-H. Cham- 
pion Dish Washing Machine Co., Dept. 
MH, Erie, Pa. (Key No. 498) 


Chestpirator 


The Chestpirator is a portable iron 
lung which is lightweight and com- 
pact and is designed to give artificial 
respiration quickly and efficiently. The 
chest piece weighing only 15 pounds 
and the heavy duty power plant with 
Oilite bearings which require no lubri 
cation and with adjustable respiration 
speeds from 14 to 30 per minute can be 
quickly transported as needed. Hand 
operation when power is not available 
is easily handled. The unit can be ap 
plied and put into operation in a mini- 





mum of time. When not in use it takes 
up little storage space. 

The patient rests comfortably on his 
regular hospital bed when using the 
Chestpirator and nursing is simplified 
since arms, legs and lower body are 
free for examination and treatment. The 
new Spiralock Collar, which requires 
no stretching and fits all neck sizes, is 
used on the Chestpirator for quick ap 
plication and greater patient comfort. 
Iron Lung Co. of America, Dept. MH, 
19 Walnut St., Boston 32, Mass. (Key 
No. 499) 


Plastic Upholstery 


3oltaflex is an all-plastic upholstering 
material which is designed to withstand 
rough usage, not to crack, peel or craze 
in any temperature, to be waterproof, 
resistant to stains, food and alcohol, and 
to be easily cleaned. It does not support 
combustion and can be draped, welted 
or channeled. It is now available in 
tufted form as Sealtuft Boltaflex, de 
veloped by a new process which heat 
fuses the standard Boltaflex material to 
a layer of fire-proofed cotton and a 
sheet of thin film plastic. It is avail 
able in a wide variety of colorfast, at- 
tractive colors designed to blend with 
any decorating plan. Bolta Products 
Sales, Inc., Dept. MH, Lawrence, Mass. 
(Key No. 500) 


Rosslyn Metal Cooking Utensils 





A new line of quality cooking utensils 
is being made of the new Rosslyn Metal. 
Made with a copper core which runs 
all through the sides and bottom, the 
utensils have inner and outer surfaces 
of stainless steel which provides a hard, 
bright metal cover that resists corrosion 
and is easily cleaned. The copper core 
spreads the heat quickly and evenly 
through the vessels in all directions. 

These Crusader Stainless Copper Core 
cooking utensils are being produced in 
frying pans of 3 diameter sizes, sauce 
pans and pots in 5 capacity sizes and 
stock pots in 3 sizes. Lalance & Gros- 
jean Mfg. Co., Dept. MH, 92nd St. & 
Atlantic Ave., Woodhaven 21, N. Y. 
(Key No. 501) 


Triad Power Plant 


The new Triad turbine and hydro 
electric plant is designed to be used as a 
standby unit in case of power failure. 
Installation is simple since the unit, em 
ploying water pressure for the generation 
of electricity, is cut in on the standard 
water main with an automatic control 
that starts the generator upon the failure 
of the normal power source. The unit 
requires a minimum of attention, is fully 
automatic and practically instantaneous 
in the assumption of its function when 
needed. The plant can also be used as 
the power source where water pressure 
is available and the institution prefers to 
make its own power. Northwest Ma- 
chine Works, Dept. MH, 1727 S.E. 11th 
Ave., Portland 14, Ore, (Key No. 502) 


Alcohol-Resistant Wax 


A new alcohol-resistant wax, which 
is designed to reduce floor maintenance 
in rooms where alcohol is used, has 
been proved impervious to alcohol un- 
der severest tests. This floor-protective 
wax can be safely used on any type of 
flooring since it is a water-dispersed 
Carnauba wax containing no harmful 
solvents. It is concentrated, self-leveling 
and does not increase slipperiness of 
floor coverings. The new wax should 
prove effective in laboratories, kitchens, 
operating rooms and other areas. Hunt- 
ington Laboratories, Inc., Dept. MH, 
Huntington, Ind. (Key No. 503) 
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Unicide 


Unicide ts described as a new all 
purpose medical germicide. It is a pow 
erful ammonium quaternary disinfectant, 
high in bactericidal quality and low in 
toxicity, containing carbamide, a special 
ingredient exerting emollient action on 
the skin. It is colorless, odorless and 
indefinitely stable, non-staining and non 
irritating to human tissue. A_ highly 
concentrated germicide in powder form, 
Unicide can be mixed with water for 
aqueous solutions or with alcohol for 
tinctures. It is designed for cold dis 
infection of surgical instruments with 
out danger of rusting, pitting or dulling 
the cutting edges. In tincture form Uni 
cide can be used in most surgical and 
medical procedures requiring skin anti 
sepsis. The aqueous form is used for 


irrigations, instillations, wet dressings 
and similar procedures 

Unicide is supplied in the new 
“Unt-Pak,” an accurately 


amount of powder hermetically 


pre-measured 
sealed 
in a plastic film container ready for in 
Stant use without measuring or We igh 
ing. United Surgical Supplies Co., Dept. 
MH, 160 E. 56th St.. New York 22. 
(Key No. 504) 


Gravity-Feed Slicer 


The new Model 805 Gravity-Feed 
Slicer is designed to combine the best 
features of the gravity principle with 
precision slicing. It provides a fast, easy 
way to slice hot and cold meats, fruits 
and vegetables, bread and cheese down 
to the last piece. 

\ large removable receiving tray ot 
stainless steel extends far enough under 
the knife to permit of slices stacking in 
the center. The carbon steel knife slices 
in any thickness up to *4 inch and thick 
ness is easily set by an illuminated dial 
adjuster. An automatic concealed sharp 
ener is attached to the machine and the 
motor is totally enclosed. The new 
slicer has no corners or crevices to collect 
crumbs and is easily taken apart for 
cleaning. All parts of Model 805 are 
made of stainless steel, anodized alumi 
num or chrome with base finished in 
white-baked-on Dulux. U.S. Slicing Ma- 
chine Co., Inc., Dept. MH, LaPorte, 
Ind. (Key No. 505) 


Laundry Antiseptic and Deodorant 


Antiseptin, developed for use by the 
Navy during the war, 
troduced for use by hospital and com 
inhibit bacterial 


is now being in 


mercial laundries to 


yrowth in laundered fabrics. No new 
equipment ts required for its use as An 
tiseptin is added as a cold rinse after the 
regular laundering cycle. In solution 1 
is a clear, straw-colored fluid which is in 
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stantly soluble in water and may be used 


on all fabrics safely. 

In addition to its bactericidal qualities, 
\ntiseptin has proved to be an effective 
deodorant when used in the indicated 
dilutions for bactericidal action. It not 
only destroys existing bacteria and op 
poses sepsis but inhibits bacterial growth 
in laundered fabrics for long periods of 
time. Carman & Co., Inc., Dept. MH, 
629 W. 27th St., New York 1. (Key 
No. 506) 


Portable Steam Sterilizer 


The new Presto Autoclave ts a low 


priced, portable steam sterilizer for use 
in the laboratory or other location where 


a small autoclave would be serviceable. 
The autoclave is made from special, high 


quality cast aluminum alloy, with. ster 
ilizing crate and rack of stainless steel. 
The unit is light in weight and easily 


portable. It can be used on any type of 


heating element and is easy to operate 





since the seal 1s opened or closed by a 


simple turn. It has scientifically de 
signed pressure control weight, over 
pressure plug and pressure 


| gauge. A 
thermometer can De installed if desired 
The new autoclave will serve to sterilize 
instruments, utensils and dressings. Na- 
tonal Pressure Cooker Co., Dept. MH, 


Eau Claire, Wis. (Key No, 507) 


Diagnostic X-Ray Apparatus— 
A Correction 





The Maxiscope 500, manufactured by 
General Electric X-Ray ¢ orporation, 
4855 W. MeGeoch Ave Milwaukee 14, 
Wis. was described in the February 
issue in this department as having high 
oltage., increased from 100 to 300 ky, 


Since this is diagnostic at 
therapy apparatus our error 
ably obvious but we regret its appear 


ance and wish to clarify the matter by 


giving the correct information: the new 
high voltage tube with the 


yy Manxiscop 
100 operates at 130 kv. The Editor. 


Pharmaceuticals 


Dihydrostreptomycin 


Dihydrostreptomycin Squibb is a po 
tent antibiotic compound derived from 
streptomycin by reduction with hydro 
gen. It is less neurotoxic than strep 
tomvcin and has been well tolerated by 
patients showing allergic reactions to 
streptomycin. It is designed for intra- 
muscular injection as an adjunct to other 
measures in the treatment of tubercu 
losis. E. R. Squibb & Sons, Dept. MH, 
745 Fifth Ave., New York 22, (Key 
No. 508) 


Antihemophilic Globulin 


Antihemophilic Globulin is indicated 
for the treatment of hemorrhagic crises 
in proved hemophiliacs by intravenous 
injection. Derived from the fractiona 
tion of fresh normal human plasma, the 
product is of homologous origin and 
therefore can be given without danger 
of foreign protein reactions. It is sup 
plied dry in a 20 ce. vial to be dissolved 
in sterile, pyrogen-free saline or distilled 


water. Cutter Laboratories, Dept. MH, 
Berkeley 1, Calif. (Key No. 509) 


Graminasin 


Graminasin is an antibiotic nasal de 
containing gramicidin, the 


fraction of tyrothricin, 


congestant 
principal active 
in aqueous solution with desoxyephe 
hydrochloride. It is designed for 
congestion and pos 


intection from the 


drine 
the relief of nasal 
sible prevention ol 
secondary n\ iders ot the common cold. 
It is supplied in dropper bottles, each 
containing 15 cc. of Graminasin. Scher- 
ing Corp., Dept. MH, Bloomfield, N. J. 


(Key No. 510) 


Penicillin Tablets 


Penicillin Tab 
it triturates, are completely 


The new Crystalline 


lets. 30,000 u 
soluble in water. They provide excel 
lent oral therapy for children, since they 
re idily dissolve in orange 
1 can be used sublingually by 


nebulizer 


formula or 
yuice, ane 
idults and in aerosol and 
therapy. Bristol Laboratories Inc., Dept. 
MH, Syracuse 1, N. Y. (Key No. 511) 


Tyroscabe Solution 


Tyroscabe Solution is a new and effec 
tive product for the treatment ot scabies. 
active ingredients include ty 
benzyl benzoate and benzo 
solution for local application. 
It is supplied in 4 fluid ounce bottles. 
Sharp & Dohme, Inc., Dept. MH, Phil- 
adelphia 1, Pa. (Key No. 512) 
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Benylin Expectorant 


Benylin Expectorant has been devel 
oped tor the treatment ot cough due 
to colds and other congestive symptoms 
associated with colds. It is a palatable, 
raspberry flavored syrup combining ap 
proved medicinal agents which assist in 
liquetying and removing mucous secre 
tions trom the tract. It is 
supplied in 16 ounce and gallon bot 
tles. Parke, Davis & Co., Dept. MH, 
Detroit 3, Mich. (Key No. 513) 


respiratory 


Vitamin E Preparations 


\bbott announces the development of 
new vitamin E preparations. Both 


ire indicated in the treatment of fibro 


two 


sitis, menopausal symptoms, vascular dis 
ease, habitual abortion and certain types 
of skin conditions. 

Natopherol consists of distilled mixed 
tocopherols prepared from vegetable oils 
concentrated by molecular distillation 
resulting ina highly concentrated form 
for use by patients requiring vitamin I 
therapy. Syntopherol Acetate is a syn 
thetic product producing all the known 
effects of vitamin E in experimental ani 
mals. The former is supplied in 25 and 
10 mg. capsules in bottles of 100 and 500 
ind in 10 c« intramus 
injection, the latter in 10 and 25 
mg. tablets and in 10 cc. vials. Abbott 
Laboratories, Dept. MH, North Chicago, 


Ill. (Key No. 514) 


vials in oil for 


cular 


Tersavin 


lersavin is a new drug for the treat 


nent of acute and chronic sinus infec 


tions which combines the bactericidal 
wtion of penicillin with the vasocon 
strictor effect of ephedrine. Available 
in stable tablets which dissolve readily 
ind torm a buffered, isotonic solution 


tor local use, the product is supplied in 


packages of 8 toil wrapped tablets to 


gether with a bottle graduated at 7.5 cc. 
in Which the solution may be made. 


Hoffmann-La Roche Inc., Dept. MH, 
Nutley 10, N.J. (Key No. 515) 


Depo-Penicillin 


Depo-Penicillin is the Upjohn trade 


name for the improved repository form 
of procaine penicillin G. Pulverized so 
that the particle size is less than 5 micra, 
the crystalline procaine penicillin G is 
suspended in peanut with 
’ per cent aluminum monostearate, 300, 
QUU units per cc. 


oil gelled 
It is designed for slow 


ibsorption blood 
maintained for prolonged periods, and 


with effective levels 
the special processing makes for easy 
injection without plugging the 


The Upjohn Co., Dept. MH, Kalamazoo 
99, Mich. (Key No. 516) 


needle. 
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Product Literature 


e Ciba illustrations of anatomy and 
pathology which were prepared by Frank 
H. Netter, M.D., will soon be issued in 
book form containing 224 pages showing 
191 of the anatomical charts printed in 
tull color. The illustrations will be 
printed on 80 pound gloss enamel paper 
and the book in boards 
with blue buckram covering. The book 
will measure 914 by 12! inches and 
will contain all of the anatomical draw 
ings, on all subjects of anatomy, which 
have been distributed by Ciba Pharma 
ceutical Inc., Summit, N. J., 
up to January 1, 1948. The will 
be sold by Ciba at a price to cover only 
the actual printing and binding costs 
and is entitled, “The Ciba Collection of 
Medical (Key No. 517) 


will be bound 


Products, 


book 


Illustrations.” 


e The new catalog issued by American 
Hospital Supply Corp., 2020 Ridge Ave., 
Evanston, Ill, is a comprehensive, at 
tractively prepared 604 page book bound 
message “Plan With 
\merican” The 
of items handled by this company, either 


in boards with the 
on the cover. hundreds 
as manutacturer or distributor, from so 
and 
The catalog material is com 


(Key No. 518) 


utions to furniture, are described 
illustrated. 
pletely indexed 
e \ comprehensive catalog of “Edwards 
Electrical Signaling Communication and 
Protection” equipment for schools, col 


leges, hospitals and other buildings has 


recently been issued, in semi-loose-leat 
torm, by Edwards and Company Inc., 
Norwalk, Conn. The catalog is divided 
by marginal tabs clearly marked as to 
products and the complete index system 
to tind the 


Technical information, specifications, dia 


makes it easy desired data 
grammatic drawings and other illustra 
the 
this company 
tailed price lists at the end of each sec 


(Key No. 519) 


tions on complete line offered by 


are supplemented by de 


tion 


e Auth Hospital Bulletin No. 170 is 
entitled “Typical Specifications and Typ 
ical Wiring Diagrams on _ Signaling, 
Communication and Protective Systems 
for Hospitals and Other Institutions.” 
The book its title in every 


sense of the 


lives up to 
word, providing complete 
technical intormation, and is published 
by Auth Electric Co., Long Island City 


1, N. Y. (Key No. 520) 


e Various types of brass fittings, with 
size and price listings, two and three 
way shutoff valves and drain cocks and 


cross section views of hitting joints as 
well as views of the same joints dis 
assembled are some of the items de 
scribed and illustrated in Bulletin No. 


352, “Handy Data on Brass Fittings,” 
published by The Imperial Brass Mfg. 
Co., 1200 W. Harrison St., Chicago 
(Key No. 521) 


e A 12 page folder has been issued by 
Simmons Company, Merchandise Mart, 
Chicago 54, illustrating and explaining 
the the “Deckert Multi- 
position Spring.” Information on_ the 
new intermediate wing section and its 
advantages, essential body postures which 
can be achieved with the Deckert multi 
position spring, bedpan positions for reg 
ular use and with horizontal patients 
and other details are described and fully 
illustrated together with carefully dia 


(Key 


operation ol 


grammed operating instructions. 
No, 522) 


e “Years of Proven Service by Conti- 
nentalair” is the title of the new 8 page 
brochure No. 128 recently published by 
Continental Hospital Service, Inc., 18636 
Detroit Ave., Cleveland Ohio. The 
Continentalair Iceless Oxygen Tent and 
other Continental hospital specialties are 
described and illustrated and all per 
tinent specifications and other technical 
the administrator 


details of interest to 


and the engineer are included. (Key 
No. 523) 
e Full information on “Terraflex, the 


New Plastic Asbestos Floor Tile” is pro 
vided by Johns-Manville, 22 E. 40th St., 
New York 16, in an attractive, full color 


tolder. (Key No. 524) 


e The physiologic role and therapeutic 
usefulness of rennet are presented ina 
comprehensive, authoritative, 32 page 
book prepared in collaboration with nu 
tritional and medical specialists and pub 
lished by “Junket” Brand Foods, Divi 
sion of Chr. Hansen’s Laboratory, Inc., 
Little Falls, N. Y. Entitled “The Im- 
portance of Rennet in Infant and Adult 
Nutrition,” the booklet will prove ot 
interest to those concerned with hospital 


dietary problems. (Key No. 525) 


Book Announcements 


Paul B. Hoeber, Inc., 49 E. 33rd St., 
New York 16. Harris, “Modern Trends 
in Psychological Medicine,” $10. Fowler, 
‘Hematology,” 2nd Ed., $8.50. Johlin, 
‘Introduction to Physical Biochemistry,” 


’nd Ed., $3.75. (Key No. 526) 


The Macmillan Company, 60 Fifth Ave., 
New York 11. Edited by Gold, Barr, 
Cattell, DuBois, Tompsett, Modell, “Cor 
nell Conferences on Therapy, Volume 
III,” 337 pp., $3.50. Shepard, “Textbook 
of Attendant or Practical Nursing,” 506 
pp.. (Key No. 527) 


W. B. Saunders Co., W. Washington 
Square, Philadelphia 5, Pa. DeGowin, 


$4.25. 


Hardin and Alsever, “Blood Transfu 
sion, 587 pp., $9. Mayo Clinic Diet 
Manual, 329 pp., $4. Meleney, “Clinical 
\spects and Treatment of Surgical In 
fections,” 840 pp., $12. Snyder, “Obstet 


40] 


ric Analgesia and Anesthesia,” 


$6.50. (Key No. 528) 


Pp-. 
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Suppliers’ Plant News 


American Tile and Rubber Co., Tren- 
ton, N. J., manufacturer of Amtico Rub 
ber Tile, announces the opening of new 
showrooms at 281 Fifth Ave., New York, 
will the 
529) 


where extensive displays show 


complete line. (Key No. 


Columbia Mills, Inc.,. manutacturer ot 
window shades and shade cloth, an 
nounces change of location trom 225 
Fitth Ave.. New York 10, to 428 S. 


Warren St., Syracuse 2, N. Y. (Key No. 
530) 


Elgin Softener Corporation, Elgin, IIl., 
and Illinois Water Treatment Co., Rock- 
ford, Ill., recently announced that they 
have joined forces. 1 hese two manu 
facturers of water conditioning material 
and equipment will consolidate manu 
operations and research but 
company will maintain its name 


personnel. (Key No. 531) 


facturing 
each 
identity and 


Everest & Jennings, manutacturer ol 
wheel chairs and walkers, announces re 
moval of its headquarters from 7748 
Santa Monica Blvd. to 761 N. Highland, 
Los Angeles 38, Calif. (Key No. 532) 


TO HELP YOU get information quickly on new products we have 
provided this convenient Readers’ Service Form. Check the num- 
bers of interest to you and mail the coupon to the address given 
below. If you wish other product information just list the items 
and we shall make every effort to supply it. 
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Fedders-Quigan Corp., Buffalo 7, N. Y., 
announces the appointment ot Frank A. 
Mitchell as Sales Manager of the Unit 
\ir Conditioner 
E. A. Bonneville who recently resigned. 


(Key No. 533) 


Division, succeeding 


The General Fireproofing Co., Youngs- 
town 1, Ohio, manufacturer of metal 
furniture and equipment for ofhces and 
mstitutions, announces the opening ota 
new office and display room at 2121 Sec- 
ond Ave., Detroit 1, Mich., which will 
operate under the direction of R. C. 


Scott. (Key No. 534) 


Kimble Glass, Division of Owens-Illinois 
Glass Co., Vineland, N. J., manufacturer 
of laboratory and hospital glassware, an 
nounces appointment of E. B. Dennis 
Jr. as General Sales Manager. (Key No. 
535) 


Wm. S. Merrell Company, Cincinnati 15, 
Ohio, manufacturer of pharmaceuticals, 
announces the promotion of George W. 
Orr Jr. to the post of General Sales 
Manager in charge of all sales operations 
and field personnel of the company. 


(Key No. 536) 


Pittsburgh Corning Corp., manufacturer 
of structural glass blocks and cellular 
glass insulation, announces removal from 
Pittsburgh Plate Glass Bldg., Pittsburgh, 
to larger quarters at 307 Fourth Ave., 
Pittsburgh 22. (Key No. 537) 


The Ray Proof Corp., manufacturer of 
x-ray and light-ray proofing equipment, 
has moved its offices from 330 E. 26th 


St. to 513 W. 54th St., New York 19. 
(Key No. 538) 


& French Laboratories, 
pharmaceuticals, an 


Smith, Kline 
manufacturer of 
nounces removal of the research labora 
tories and manufacturing plant at Dela 
ware Ave. and Poplar St. and the 
general offices at 429 Arch St. to a new 
building at 1530 Spring Garden St., 
Philadelphia 1, Pa. The new building, 
entirely of brick 
contains 395,000 square feet of 


made steel, concrete, 
ind tle, 
floor area and has completely modern 
laboratories and the newest in 


(Key No. 539) 


re search 


equipment 


Wright Manufacturing Co. is the new 


name of the manulacturing firm tor 
merly known as Taylor Manutacturing 
Co. The company, manufacturer of 


Wright Rubber Tile, will continue its 
general sales headquarters under the new 


name at the present plant, 3056 W. 
Meinecke Ave., Milwaukee 10, Wis., 
but the main administration offices will 


be moved to the new $2,000,000 Wright 
plant now under construction at Hous 
ton, Tex. A new general sales manager, 
Bertram R, Scheff, has been appointed 
by the president. (Key No. 540) 
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a Better Instruments 


for Modern Surgery 


This Signature Marks 


the Genuine Instrument 


The clockwork precision of amodern operation requires instruments 
as accurate, as reliable as the surgeon himself. They must not fail. 
The three instruments illustrated below will never release their 
self-locking grip until the surgeon releases it. The Tru-Grip 
ratchet modification, a J. Sklar Manufacturing Company refine- 
ment, keeps the jaws perfectly aligned at an angle that assures 
a positive grip. There can be no creeping or slipping. The 
position of the ratchet release affords protection against 
damage to rubber gloves. 
As a further assurance of reliability, these are American- 
made stainless steel instruments ... further proof of Sklar 







superior quality. 
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